_ 1 = LONDON : ‘HAUGHTON & COMPANY, 16, PATERNOSTER ROW, 


3 TELEGRAPH ENGINEERS, ELECTRICIANS, & CONTRACTORS. 
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and every of Telegraphic and Electrical Material. ‘Send 


ur. A. Saison, ‘the Electrician, says of it:— 


ae find it very satisfactory.” 


Building Socitty. Electrical E Nickel R 
Br ctrical Engineers and C ontractors. | 
Cabinet Work. — | Warden & Co. 10 . 


Electrical Engineers and Contractors. Dale & Crampton 8 Tyer & 


“TELEGRAPH SUPPLIES. 


 PARTRIOK & CARTER, PHILADELPHIA, us $. A. 


VULOANISED FIBRE. 
“THE (NEW UNBREAKABLE NON-CONDUCTOR. 


“T esteem it very highly, and use quantities of it than of Vuleanised Rabber, wii in it preven 


MOSSES & MITCHELL, Sole Agents, 62, Queen Victoria Street, E. 


PHOTOGRAPHY 


(RAPID. DET. ‘PROCESS. 
“Previous Knowledge not necessary. 
No. ‘Chemicals récuirel in the field, Tourists’ Pocket Sli dea 
for Plates 42 by Lens, Patent Folding 
| Complete, tats: | 
THE SAME SET FOR PICTURES. x 4, 


Practical Instruction ree. 


Sensitive Plates as. 6d, per dox. 


WRATTEN & WAINWRIGHT, 


se, GREAT. QUEEN eT, LONG ACRE, 4 
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PATENTS FOR INVENTIONS. 


RoserTson, Broman, & Co. (established 50 
ears) continue to obtain Patents for Inventions. Pamphlet, 
containing special advice, gratis or by post. 166, Fleet Street, 


London. 


TO INVENTORS. 


gsSRS. BREWER & JENSEN, British, Foreign, 

and Colonial Patent Agents, give prompt personal attention 

to all matters intrusted to them. Office for Patents, 33, Chancery 
Lane, W.C. Established 1844. 


(EOLOGY. — In the Preface to the Student’s 


ELEMENTS of GEOLOGY, by Sir Charles Lyell, price os. 
he says:—‘‘ As it is impossible to enable the reader to recognise 


rocks and minerals at sight by aid of verbal descriptions or figures, | 


he will do well to obtain a be rs dE collection of specimens, 
such as may be procured from Mr. TENNANT (149 Strand), 
Teacher of Mineralogy at King’s College, London.” These 


Collections are supplied on the following terms, in plain Mahogany | 


Cabinets :— 


100 Specimens, in Cabinet, with 3 Trays .. .. £2 2 
200 Specimens, in Cabinet, with 5 Trays .. .. 5 5 
300 Specimens, in Cabinet, with 9 Drawers 
400 Specimens, in Cabinet, with 13 Drawers .. 21 o 
More extensive Collections at 50 to 5,000 Guineas each. 
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HARBOROW & Co, 
Instrument Munnfacturers, 


(*ROSSLEY’S PATENT TELEPHONE 


TRANSMITTER, as described in ‘‘ TELEGRAPHIC 
JOURNAL,” May't, 1879. Price from £2 10s. Illustrated list 
one stamp. These instruments are now in use in the signal 
cabins on the Lancashire and Yorkshire Railway, the 
various depots of the Leeds Tramways Company, and 
several hundred other places, giving perfect satisfaction. 
They require no adjustment after being made, and are not 
liable to get out of order. 


Single Needle and Block Instruments, as supplied to the principal 
Railway Companies, Sounders and Morse Instruments, Coils with 
Induced Needles, Mining. and Signal Bells, Telephone Call 
Boards, &c. Sole Makers of Warburton & Crossley’s 
Patent Relay. 


BLAKEY, EMMOTT & CO., 
Northern Telegraph Works, Halifax, and 14, Southampton 
Buildings, Chancery Lane, London. 


TELEGRAPHIC CABINET WORK. 
Wm. M. FOXCROFT, 


54, COMPTON STREET, CLERKENWELL. 
(Established 1844.) 


INSTRUMENT CASES OF ALL DESCRIPTIONS. 


Lock and Block, Single Needle, Bell, Sounder, and | 
Telephone. 


CABINET WORK DESIGNED TO SUIT NEW _ 


4, Circus Street, Marylebone, W. 


Makers of Block and Speaking Instruments, Bells, 
Batteries, Morse and Acoustic Instruments. Makers 
. of F. M. Rogers’ Patent. Needle Sounders, which can 
be used or not at will, and can be added at a trifling 
cost to any Needle Instruments. Models made. Ex- 


periments carried out.—4, Circus Street, Maryle- 


. bone, W. 


BLOCK TELEGRAPHS AND ELECTRIC 


INTERLOCKING SIGNALS. 
TVER & COMPANY 


Respectfully invite the attention of Railway Directors, Managers, 
and Engineers to their important improvements in ‘‘ Block” 
Telegraphs, especially to their new system (Patent 1874, in con- 
Junction with Messrs. SaxBy & FARMER), inspected and improved 
by Captain TyLER, on behalf of the Board of Trade. By the use 
of this appliance, a signalman who receives a telegraphic indication 
of a line blocked from the signalman in advance, cannot possibly 
os contrary signal upon the outside semaphore to the engine- 
r 


“Such is the latest development of railway signalling, which is 
worthy of careful attention, constituting, as it does, a marked 
advance upon the ordinary block system.”— 74e Times. 

fice and Works—4, OLD STREET, GOswELL Roan, Lonpon. 


À TELEGRAPH ENGINEER, who is going 

Abroad, wishes to DISPOSE of his BUSINESS. A good 
genuine concern, and an opportunity rarely to be met with.—C, 
RopGes, Willoughby House, Nottingham. 


INSTRUMENTS. 


TELEGRAPH INSTRUMENT CASES. 


GEORGE BEECH, 
10, SANDRINGHAM RD. HIGH ST., 
KINGSLAND, 


Continues to supply Railway and Telegraph Engineers with 
every description of Telegraph Instrument Cases, Single 
Needle, Block, Bell, Switch, &c. The material and work- 
manship of first quality and guaranteed. 


-— Terms moderate for Cash. 


FOSCROFPT, 


TELEGRAPH CASE MANUFACTURER, 
39, LEVER STREET, GOSWELL ROAD. 


Single and Double Needle Instrument Cases, Disc Cases, 
Morse Boards, Bell Cases, and every description of 
ee Cabinet Work for Electricians. 


ESTABLISHED 1870. 
Terms moderate for Cash. 


A PAIR SINGLE NEEDLE INSTRU- 


MENTS, Post Office Pattern, for SALE cheap.—G. EF. 
SMITH, 4, Cranmer Street, Nottingham. 
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INSTANTANEOUS PHOTOGRAPHY. 


Tue 


PHOTOGRAPHIC APPARATUS, 


Together with Swan’s Sensitive Plates, the necessary solutions and instructions. complete for the negative 
process, taking pictures 64 x 4% for £9 10s. Od. Swan’s Sensitive Plates are so simple and easy to 
manipulate that any intelligent youth may almost immediately take the most Exquisite Photographs, and this 


without staining the hands or using poisonous chemicals, Sets of Photographic Apparatus from £38. 5s. Od, 
upwards are supplied by | | 


MAWSON & SWAN, 


Philosophical Instrument Makers. Importers of and Dealers in Chemical, Electrical, and all kinds of Scientific 
Apparatus and Chemicals. Laboratory Furnishers, 


NEWCASTLE-ON-TYNE. 


INVENTOR OF THE 
UPRIGHT MAGNETIC MACHINE, 
| = So universally used by the Medical Profession, = à | WN 
| | and Pneumatic Apparatus. 
Electric Bells and Indicators of every description. 


For Hotels, Warehouses, Manufactories, Mines, and Domestic and General Use. 


19, ASTON STREET, BIRMINGHAM. 
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DLHOTRIC HOUSH BHLLS 
On the best system, from 8s. 6d. each. | | 


Complete Apparatus—Bell, Battery, Button, 40 yards of Wire, and Book 
| of Instructions, price 13s. ee 


BURGLAR DETECTORS. FIRE ALARMS. 

Poe INDICATORS with Improved Relay. CONSTANT BATTERIES. 
eg ie Wood and China PUSH BUTTONS. INSULATED WIRE. 
HOUSES & MANSIONS FITTED. ESTIMATES GIVEN. 


ILLUSTRATED Price List oF ELECTRIC BELL APPARATUS, post free. 


 MESSsRS. ARCHBUTT, TESTIMONIALS. ‘ Rugby, May, 1878. 
k ie ‘ Your Electric Burglar Detectors fitted in my house last month have already proved 

yl ‘ Scarborough, June, 1878.—You have fitted the Electric Bells in my house to my entire 
satisfaction.—D. P.” 


‘ Rugby, Sept. 24, 1878.—Your Burglar Detectors have three times lately been tested 
and proved efficient.—W. 5S. C.” | 


Magnets of all descriptions. Silk covered Wire. Binding Screws, 38. per dozen. Double Line Wire 
Is. 6d. per dozen yards. Silk Cord, Switches, &c., &c. Telephone Signal Transmitters, 10s. 6d. each. 


Just Published, “ Electric Bells, and how to Fix them.” ‘Thirty pages and diagrams. Post free, Six stamps 


& W. E ARCHBUTT, 
8, BRIDGE STREET, WESTMINSTER, S.W. (Facing the Houses of Parliament). 
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NEWALL’S PATENT LIGHTNING 


Experience, accumulated since the time of Benjamin Franklin, proves conclusively that a Conductor made 


of Copper, of adequate size, is the best of all appliances for the protection ot every description of Building from the 
| destructive effects of Lightning. 


NEWALL & CO.'8 PATENT COPPER-ROPE LIGHTNING CONDUCTOR 


As applied to all kinds of Buildings and Shipping in all parts of the world with unvarying success, is the 
most reliable, most effective, and cheapest conductor offered to the public. 


; It is simple in its application, no insulators being required ; and it costs only ONE SHILLING per foot for the standard 
size, which is safe in any storm. | 
' | SOLE PATENTEES OF UNTWISTED WIRE ROPE. | 


Manufacturers of Iron and Steel Ropes for Colliery and Railway Purposes. Rigging 
Ropes, Guide Ropes, &c. 


GILT AND SILVER CORD FOR HANGING PICTURES. IRON, STEEL, AND COPPER CORD FOR CLOCK AND SASH LINES, &C. 


ic §  R,S. NEWALL & Co., LONDON, 180, STRAND, W.C. 


LIVERPOOL, 36, Waterloo Road; GLASGOW, 68, Anderston Quay; MANUFACTORY, 
| | Gateshead-on-Tyne. ee 


à 


THE 


An improved form of Magic Lantern, burning paraffin oil, and giving a powerful light up to an 8 or 10 feet disc. 


Tue Sciopricon was the first of these lanterns introduced, and still holds its place as the best among a host of 
imitations. 


The principle of the light is two parallel flames placed edgewise to the condenser. 


Always ready—a few seconds only required to put in operation, 


The Improved Sciopticon is the only Lantern in the market 
constructed on scientific principles. It is arranged so that the whole of 
the light from the condensers passes through the front lenses, the 
focussing being done with the slide, thus giving a greatly increased 
light on the screen and much better definition. Price 


Catalogue of Sciopticons & Appliances. FRS, 
SCIOPTICON MANUAL OF INSTRUC- | 
TIONS AND EXPERIMENTS, = 
13 Stamps. 
Fourth Edition in the Press. 


| 


4 | Superior to all other photographic slides, being permanent pigment 


shadow is brought out on the screen, Their warm tone also contrasts 
most favourably with the cold photographic colour, 


THE SCENOGRAPH. 
À very light and portable Tourist’s Folding Pocket Camera. Bythe New Dry Process, Chemical 
are left at home, and the Sensitive Plates developed at leisure. No previous knowledge necessary 


No. 1. For Pictures 43 x 34, with lens stand and camera oes ose oe  35/- 
No. 2. For Stereoscopes or Cabinets 50/- 
No. 3. For Pictures, 7 x 5 » vai ee sae 50/- 


Well adapted for use of Engineers, &c., for taking photographs of machinery or progress of works. 
Manual of Instruction (with Photo) seven stamps. | | 


COMPANY, 
. 157, GREAT PORTLAND STREET, LONDON, W. 


photographs, and printed in transparent colours, every gradation of 
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TELEGRAPH ENGINEER AND CONTRACTOR. 


MANUFACTURER OF SUBMARINE CABLES, 


Wire and all Telegraphic Stores, also Galvanised and Corrugated Iron Sheets. 


8, Draper’s Gardens, Throgmorton Street, London. 
WORKS—NORTH WoOOLWIcH. 


EUGENE F. PHILLIPS, 


MANUFACTURER OF PATENT FINISHED | 


INSULATED TELEGRAPH WIRE, MAGNET WIRE, 


TELEPHONE AND ELECTRIC CORDAGE, PATENT RUBBER. COVERED WIRE, BURGLAR 
ALARM AND ANNUNCIATOR WIRE, LEAD ENCASED WIRE, CABLES, &c. 7 


OFFICE AND FACTORY, No. 67, STEWART STREET, PROVIDENCE, R.I, U.S.A. 


. W. H. SAWYER, Electrician and Superintendent. 


M. THEILER & SONS, 
TELEGRAPH INSTRUMENT MANUFACTURERS, 
86, CANONBURY ROAD, LONDON, N. 


MANUFACTORY—ALWYNE Lang, N. 


Specialties :-—Patent Polarised Relays for Cables and Land-lines, Morse 
Instruments, Vibrating Sounders, Speed Recorders. 


SOLE MAKERS OF THEILER’S NEW RECORDING SOUNDER AND TYPE PRINTER. 


Contractors for Duplexing Land-lines (Morse Sounder or Hughes Circuits) by 
THEILERS PATENT MECHANICAL DUPLEX—WITHOUT Artificial Line. 


PETER BROTHERHOOD, 


ENGIN BEE, 


56 & 53, COMPTON STREET, GOSWELL ROAD, EC. 


SILVER MEDAL, PARIS EXHIBITION, 


PATENT ENGINES 


AS USED BY 


Siemens, Gramme, and Wilde, | 


FOR DRIVING 


ELECTRIC 
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THE TELEGRAPHIC JOURNAL AND 
 ELECTRICAL REVIEW. 
NOR, VIIL—No. 173. 


| THE FUTURE OF ELECTRO- 
METALLURGY. 


PeruaPs no branch of electrical science has a greater 
future before it than Electro-metallurgy. Practical 
applications of the discoveries with which the general 
subject is inseparably connected were made at a 
very early date. In 1805 Brugnatelli gilded two 
silver medals by making them the negative pole in 
a solution of ammoniuret of gold. In 1839 Jacobi 
published a description of his famous galvano- 
plastic process, by which facsimiles of objects could 
be produced in copper. Since that date the pro- 


_ gress of the art was rapid. Jordan, Spencer, and, 


notably, Messrs. Elkington, advanced the utility of 


the processes, and the latter gentlemen, whose 


names are widely known in connection with elec- 


tro-plating, established the latter art as a profitable 
_ commercial speculation on a firm and lasting basis. 


Many other workers whose names are but little 
known, except in a small circle, have assisted in 
extending and refining the processes in connection 
with the art, and it is a matter for some surprise that a 
trade, which is at present of very large dimensions 
has attracted but little public attention. The recent 


give to electro-metallurgy the same amount of 
public notice which other branches of electrical 
science are receiving, may, perhaps, excite more 
interest in the subject, which is likely to prove of 


the very highest commercial importance. The 


question of the conversion of power, by means of 
dynamo-electric machines, into light, heat, and 
motion, which has been so satisfactorily, and more 
or less completely, solved, has an important bearing 
upon the question. Ata recent lecture Dr. Siemens 
showed the value of the electric arc for the fusion 
of metals, the principle involved being that of con- 
centrating an enormous heat in and around a small 
Space. In this particular case an instance is given 
of an indirect method of concentrating heat, viz., 


_ the coal is consumed in a steam-engine, and the 


heat generated re-appears in the form of the electric 
arc. Ifthe dynamo machine were turned by, water- 
power the same heat could, of course, be produced. 
Thus we should have materials melted without 
What is commonly understood by fuel. 

Now, it is well known that in many countries the 


working of metalliferous mines has ceased to be 
attended with the profits which were formerly 
obtained from them, chiefly on account of foreign 


competition ; but if it were possible to effect the 


reduction of ‘the ore raised by a cheap fuel on the 
spot a great revival of the mining industry would 
ensue At the present time mining in Cornwall and 
Devon would be considerably advanced were fuel 


- for smelting purposes available in the locality ata 
cheap rate ; at present the coal for the purpose has — 


to be conveyed at a considerable expense from a 
distance, or, on the other hand, the mining products 
have to be conveyed to the neighbourhood of the 


coal-pits, the expense of carriage in either case 


being heavy. Now, in both Devon and Cornwall 


the fuel exists, not in the form by which it is 


commonly known, but it exists in the numerous 
streams and waterfalls, and in the tide which 
surrounds their iron-bound coasts. The conversion 
of motive power into electricity and heat has been 
proved to be possible. Will some scientific and 


_ commercial genius practically apply the knowledge 


which has been obtained? Tlie theoretical possi- 
bility of the idea we have suggested is, we imagine, 
unquestionable ; its practical possibility, we think, 
is as certain. 

Whilst advocating the application of electricity 
to the smelting of metalliferous ores by means of 
power converted into heat by electricity, we would 
by no means insinuate that the reduction of the 
ores must necessarily be effected in this way. The 
science of electro-metallurgy daily shows that 


metals may be reduced from their salts by the 
electric current ; cannot it effect the reduction of 


metals from their natural earthy condition by a 
process equally simple with that of electro-plating, 
and doit in an economical manner? The motive 
power necessary to effect the results exists in 
inexhaustible quantities ; it only wants to be 
applied. Let electro-metallurgists and electricians 
puzzle the question out, as we feel certain they will 
do in time, and another triumph will be won by 
means of electricity. 


CROMPTONS ELECTRIC LAME 
In general principle this ‘amp possesses but little 
novelty ; it is rather.a refined and well designed 
arrangement adapted from. old patterns, but the im- 
provement effected by the intelligent carrying out 
of first principles renders the lamp one of the best 
yet designed. 

There are two distinct movements in the lamp, 
by one the carbons are separated to a definite 
distance, and by the second: they are allowed to 
approach together until checked by a slight increase 
in the current, consequent thereon. | 
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In effecting the latter object the mechanism is 
made very sensitive in its action, but this sensitive- 
ness is not obtained at the cost of simplicity and 
solidity of mechanism. | | 

A general view of the mechanism will be seen 
from figs. 1 and 2. The starting and stopping action 
which allows the carbons to approach one another 
or to lock them, and the separation of the carbons 
to a definite distance in the first instance, is effected 
by one electro-magnet ; this magnet has an armature 


the latter overcomes this spring, pulls down the 
armature and forme the arc, thus maintaining the 
lower carbon in a fixed position so long as there is 
a current passing. — 

The smaller variations of current, which are 
caused to actuate the feed of the upper carbon, are 
responded to by a very light plate, or secondary 
armature, # ; this is hinged on'to the large armature, 
A, and is suspended above it by a very light hair- 
spring, s, the tension of which can be varied by the 


Fig.1. 


Fig.2. 


divided into two parts—the lower and larger part, 
A, is attached to the rod, R,, which forms the 
lower carbon holder, and has to do the rough work 
of separating the lower carbon from the upper 
one, and thus making the arc in the first instance, 
or of re-making it, if by any accident, such as 
a violent gust. of wind, or breakage of carbon, it 
should be extinguished when the lamp is not 
working. | 

” This armature and lower carbon holder is held up 
by a large spiral spring, s When the current is 
switched on, and passes round the electro-magnet, 
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regulating screw of the lamp. This secondary | 


armature, which is formed of soft iron, carries a 
curved arm, 2, which acts as a brake on the last wheel, 
b, of a clock-work train : the latter is set in motion by 
the weight of the positive carbon rod, R,, which has 
a rack cut in it gearing into the wheel, B. 
The parts actuated by the varying magnetic 
force induced in the armature, #, only weigh a few 
grains, and consequently are very sensitive, and it 
is quite usual for the armature to rise and fall six 
or eight times for each revolution ‘of the brake- 


wheel, 4, which represents a feed of from one to 
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two hundredths of a millimetre ; the feed, therefore, 
is practically continuous and causes the light to be 
proportionally steady. 
he pinion into which the wheel, B, gears is not 
fixed to the wheel, c, but is connected to the latter 
by aratchet wheel, so that the rod, R,,can be drawn 
up when it is required to insert a new carbon, with- 
out turning all the wheels in the train. 
The course of th2 current through the electro- 


magnet and carbons is quite simple; thus, ‘the 
current entering at W,, passes through the electro- 
magnet, M, direct, thence to the frame of the appa- 
ratus and the upper carbon, and from there to the 
lower carbon and back to the dynamo machine. 
The screw, d, when screwed down presses the 
strap, ¢, against the brake-wheel, 4, and prevents it 


from turning; this is only required for security 
during transport. | 


ROGERS’ PATENT NEEDLE SOUNDER. 
Turs invention is intended to afford a ready means 
- of converting the ordinary single-needle instrument 


local battery terminal is in metallic connection 
with the pillar, B, which makes a rubbing contact 
with the dial plate. The ivory pins controlling the 
play of the needle are removed and replaced by 


into a sound-reader at will. A reference to tho 
accompanying illustration will explain the simple 


platinum or silver pins soldered to brass strips at . 


the back of the dial plate, but insulated from it by 
and inexpensive way in which this is effected. The | ebonite or waxed paper, and these strips are in 


À 
| 
* 
: 2 
1 
| 
| 
|! 
4 
4 
i 
| 
ve 
& 
SE 
— 
LA 1h La 
(] 
4 
{ 
‘ 
‘ 17 19 
| 
7 
Ce 
Pe. 
—— 
| 
4 
| | 
a 
] 
4 : 
AS 
We 
1C 
" 
to 


ON MAGNETIC CIRCUITS IN DYNAMO 


134 


THE TELEGRAPHIC JOURNAL. 


[APRIL I 5, 1880. 


contact with two springs, C, leading to the sounder, 5, 
D, the return wires from which are connected to the 
other local terminal. A switch is placed outside 
the case of the instrument in any convenient 
position to enable the sounder to be cut out when 
required. It will be seen that the needle is the 
current carrier, and when the sounders are switched 
in they reproduce its motions in sound. If desired, 
one sounder only can be used when the clerk can 
read or send the Morse Code, the spacing or time 
interval necessary for reading it being quite as 
easily produced by the tapper or drop handle as by 


the ordinary key. For noisy railway cabins the 


sounder can be replaced by a bell for calling the 
attention of the signalman. The sounder can be 
connected to the ordinary line battery in place of a 
separate local one if more convenient. 


AND MAGNETO-ELECTRIC MACHIN ES.* 


By Lorp ELPHINSTONE and CHARLES W. VINCENT, 
F.R.S.E., F.C.S., -F.1.C. | 
Communicated by Professor G. G. STOKES, Sec. RS. 


A LARGE amount of magnetism is retained by the 


soft iron cores of electro-magnets when arranged | 


so as to form a complete magnetic circuit : and 


sparks and other indications of the passage of an 


electric current can be obtained at the ends of the 
helix wires surrounding those soft iron cores each 
time the masses of iron are separated and the closed 


magnetic circuit opened. In order to procure a 


spark the breaking of the circuit must be effected 


uddenly, either by a-ierk, tilt, 
ment. 


In the case of the 58 Ib. magnet, described in our 


former note, the current that is capable of causing 


a spark, although only momentary in duration, is 
found to be sufficient in quantity and intensity to 


magnetise a small electro-magnet, weighing, with 


its coils, between 5 and 6 lbs., enabling it to sus- 
tain its own weight for any indefinite time when 
suspended by its armature. elas 

When the armature of the small magnet is placed 
at the distance of 4 of an inch from its poles, in 
such a manner as to be free to move, the instant 
the armature of the large magnet is suddenly tilted 
or slid off it darts to them, the completion of the 
circuit of the small magnet being signalled by a 
smart click. The rupture of one closed magnetic 
circuit is thus caused to produce another closed 
magnetic circuit. 

But when the interval between armature and 
magnet, whose circuit it was intended to close, 
exceeded + of an inch, the former was not attracted 


with sufficient force to overcome the friction of the 


table upon which it was resting. | 

The mode of removing the armature from the 
large magnet appeared to be of no moment, but 
the time occupied by the removal had much 
influence upon the amount of magnetic force 


* Read before the Royal Society. 


or sliding move-_ 


manifested in the smaller circuit. This was par- 
ticularly the case if there were an interval, no 
matter how small, between the armature and the 
poles of the magnet round which the electric 
current was sent. 

For example, if with an interval of ,), of an inch 
between the armature and the poles of the small 
magnet, the armature of the large magnet was 
slowly slid off, the magnetisation of the small 
magnet never rose to a sufficient intensity to draw 
its keeper to itself, whereas, when the sliding took | 
place rapidly, the small armature was strongly 
attracted as above mentioned. 

The largest amount of magnetisation was 
bestowed upon the small electro-magnet by the 
interaction, when it was held upright, its poles 
being completely covered by a closely fitting 
armature. And it was also found that when thus 
set up in preparation for the formation of a closed 
magnetic circuit, the magnetisation was produced 
by a much slower motion of the large armature 


| than when the small magnet had its circuit partly 


open. When the circuit was completely closed, if 
the large armature were twisted off by a slow 
equable motion, in such a manner that both poles 


were uncovered at the same time, then the small 


magnet could be made to sustain not only its own 
weight (between 5 and 6 lbs.) but an additional 
3 lbs. also. 

During the passage of the electric current, 
obtained by the forcing open of the closed circuit, 
fall of magnetism in the large magnet itself is 
checked, the direction of magnetic polarity re- 
maining unchanged, the current checking or 
opposing the fall being in the same direction as 
that from the battery which caused the primary 
magnetisation. if the ends of the helix wires are 
not connected together this effect is not obtained. 

Electric currents, though of less intensity and 

ty, can be produced in the helices of electro- 
magnets, without altogether breaking up the closed 
magnetic circuits. For instance, with the 58 lb. 
electro-magnet, the circuit being completely closed 
by its armature, and the helices being connected 
with a galvanometer, a very slight pull applied to 
the armature produces a current of electricity, 
giving a considerable deflection of the needle inthe | 
same direction as the battery current; and the 
stronger the pull the greater the deflection of the 
galvanometer needle, up to the point at which the 
magnet is lifted from the ground, after which no 
further motion of the needle is produced, unless 
the magnet is subjected to additional strain. Thus, | 
hanging a 4 lb. weight upon the uplifted magnet 
produced deflections in the same direction as the 
pull on the armature, and on removal of the weight, 
produced reverse deflections. 

Trying the same set of experiments with a very 
small electro-magnet, so that we might proceed to 
absolute rupture of the closed magnetic circuit 
without danger to the galvanometer, we found that 
the addition of successive weights to the magnet 
while hanging suspended by its armature produced 
successive deflections of the galvanometer, the 
needle coming to rest at zero after each addition, 
as in the case of the large magnet. 

When the maximum weight which the magnet 
was capable of sustaining was reached, and a real 
movement of the armature commenced, the in- 
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duced current in the helix of the electro-magnet 
was very greatly increased by the addition of even 
the smallest weight. | 

From these experiments it may be inferred that 
in like manner as the passage of an electric current 
round a bar of iron produces elongation of the bar, 
so the elongation of the bar produces in its turn an 
electric current in the helix ; and this current tends 
to strengthen the magnetisation, and also that a 
magnet is absolutely stronger under tension than 
when at rest. | 

On the other hand, pressure on the armature, 
either continuous or sudden and' momentary (a 
blow for example), causes an electric current in 
the helices in the opposite direction to original 
magnetisation, or in other words, against magneti- 


gation; tending thereby to weaken the power of 


the magnet. 

The 58 lb. magnet in closed circuit was hung by 
its armature, and on afterwards connecting its 
helices with the galvanometer no current could be 
detected, but on lowering it until it rested with its 


whole weight on the ground a current in the direc- 
tion of demagnetisation was produced, giving a 


deflection of 15°. In the same way a current in the 
direction of magnetisation was obtained, giving a 


deflection of 15°, by the application of sufficient 


strain to lift the magnet off the ground, and this 
result was invariable. The degree of swing, how- 
ever, depended upon the rapidity with which the 
magnet was either raised or lowered. 

It may be remarked that whereas any very slight 
application of force by pulling on the armature was 
sufficient to cause a current in the helices giving a 
deflection of 5° to 10° of the galvanometer needle, 
a great amount of pressure is necessary to produce 
a similar deflection. A slight pull with the finger 
and thumb in the one case was equal to the pressure 
of a hundredweight in the other. ae 

: emoval of the armature, the— 


_ closed magnetic circuit is broken, and though by its 


immediate restoration a new closed circuit is formed, 
nevertheless the tension on the molecules of iron . 
by the magnetic stress is very greatly reduced. 


Under these conditions a very slight pressure upon 


the armature produces a great swing of the needle, 
whilst a pull produces scarcely any effect ai all until 
actual movement of the armature takes place. 
_Ifthe pressure on the armature is great and con- 
tinuous, a point is soon reached at which a slight 
pressure is no longer effective. - 

The effects produced are somewhat different if 
pressure is applied unequally. : For instance :—A 
weight of 7 lbs. placed on the armature over the 
north pole of the 58 lb..magnet caused a current in 
the helices giving a deflection of 20° at the galvano- 
meter. The. same weight on the south pole gave 
the same deflection in the opposite direction. Pres- 
sure with the hand produced like swings of the 
needle proportionate to the force used, and the 
amount of swing can be easily controlled and the 
needle brought to rest by judicious pressure on 
either pole of the magnet. 

If a lateral pressure be applied to one side of the 


armature between the poles, and the needle swings, 


say, 5° on removal of the pressure, a current is pro- 
duced in the opposite direction, and the reverse 
swing in place of being 5° will be 8°, and so on in 
Proportion to the amount of force made use of. 


None of the above-mentioned effects could be 
shown with the small magnets under pressure ; and 
it was not found possible to produce a recognisable 
current without actual movement of the armatures. 

- Under certain circumstances the attractive force 
of electro-magnets in closed magnetic circuit is 
found to increase with lapse of time. For ex- 
ampie :—A small U-shaped electro magnet with 
limbs 6 inches long, havinga core of 3-inch iron, 
and helices consisting of four layers of No. 16 
covered copper wire, when excited by four Bunsen 
cells, supported as an armature a similar U-shaped 
iron bar, but without a helix upon it; this latter re- 
mained firmly attached after the voltaic current had 
ceased, but the hanging on to it of an additional 
weight of 3 Ib. 6 oz. instantly wrenched it away 
from the electro-magnet, and broke the closed 
magnetic circuit. | 

The magnet was then re-excited, the armature 


being fixed to the electro-magnet by being held in 
_ contact with the poles whilst an electric current, 


of a few seconds’ duration, passed through the 
circulating wire. In place of immediately attempt- 
ing to add any additional weight, the two iron U’s 
were left hanging face to face, in the form of the 
link of a chain, for twenty-four hours, at the end of 
which time the weight of 31bs. 6 oz. was hung on 
and sustained. Forty-eight hours later, an addi- 


tional weight of 3 lbs. Io oz. was carefully added, | 
making in all 7 lbs. sustained. Twelve hours after- 
_ wards I lb. more was added, bringing up the entire 


weight to 8 lbs. beyond that of the armature; this 
was suffered to remain for five days, when the 
system was taken to pieces. | 

On a subsequent occasion the same magnet sus- 


tained an entire weight of 10 lbs. beyond that of 


the U-shaped armature, the weight sustained being 
reached by beginning with an amount well within 


the sustaining power of the electro-magnet wire in 
closed circuit, and increasing it 


by small additions 
made with intervening intervals of time varying 
from twelve hours to several days. 

Another and smaller Uy magnet was likewise ex- 
perimented on; this weighed with its coils 3 lbs. 
6 oz. Its armature was a strip of soft iron com- 
pletely covering the poles, and having a hook in 
the centre, to which weights could be easily at- 
tached. | | 

This electro-magnet was excited by the passage, 
for a few seconds, of the current from two one-pint 
bichromate cells. On breaking battery contact, the 
armature failed to sustain 4lbs. The electric cur- 
rent was again sent round the electro-magnet, and 
the armature was pressed against the poles, being 


carefully adjusted so as to cover them completely, 


and at the same time to place the hook precisely in 
the centre, so that the pull should be fair and equal 
when a weight was hung upon it. By this careful 
manipulation, on breaking contact with the bichro- 
mate cells, the closed magnetic circuit was found 
capable of sustaining the 4 lb. weight. 

By successive additions of 2 oz. weights, made at 
intervals of a few minutes, the weight hanging to 
the armature was raised to 5 lbs., after which the 
attempted addition of 2 oz. caused the disruptioa of 
the system. | 

The experiment was repeated under similar con- 
ditions, but with slightly extended intervals of time 
between the additions of the weights. The magnet 
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in closed circuit was made to hold 4lbs. 202z., 
43-lbs., 441bs., 4 lbs. 14 0z., 5 lbs. 20z., the time 
taken in all, for the successive additions, being ten 
minutes. The system was then left for twelve 
hours, when by additions of 40z. at intervals of 
a few minutes the weight sustained was increased 
to 6lbs. 4 oz. Eleven hours later this was further 


increased to 7 lbs. 6 oz., and two hours afterwards, _ 


to 8 lbs. 2 oz. eee 
"A still smaller electro-magnet, weighing with its 


coils 5 oz., and having an armature consisting ofa 


very thin slip of soft iron, when excited by one of 
the bichromate cells, could not be made when in 
closed circuit to sustain 14 1b. at the moment of 


breaking the voltaic circuit. It, however, sustained 


1 lb, with ease. The latter weight was therefore 


suspended, and the cell wires removed after the 


closed magnetic circuit was completed. By succes- 
sive additions of 2 oz. weights at short intervals of 
time (five minutes to ten minutes each), this small 
magnet could be made to sustain 2 lbs. 2 oz., but 


the addition of I oz. beyond this weight at once © 


separated the armature and magnet. It was thought 
that a longer interval of time should, as in the 
former instances, enable the magnet to sustain a 
still greater weight. It was therefore brought into 
closed circuit, as before, and made to sustain 2 lbs. 
2 oz. in the manner just related, and was thus left 
for twelve hours. Successive additions of 2 oz. 
were then made to the hanging weight until it 
reached 2lbs.140z. Twenty-four hoursafterwards, 
4 0z. more were added, bringing the entire weight 
suspended to 50 oz. | 

This small, soft iron magnet which, at the instant 
the voltaic current was withdrawn, was totally 
unable to sustain five times its own weight, was 
thus, by gradual growth of its magnetic force, 
enabled to hold ten times its own weight. 


be continued.) 


THE ELECTRIC DISTANCE MEASURER 
OF M. G. LE GOARANT DE TROMELIN. 


THE question of the rapid measurement of the dis- 
tance separating a moving object from a point of 


observation, has often been considered by various 


inventors. The problem resolves itself into this : 
There being two given points of observation, 00’, 
separated by a distance of say 1,200 metres, to find 
immediately, and without calculation, the distance 
of a movable point, N (see fig. 1), from the obser- 
vatory, 0.. If 00’ represents the base of 1,200 
metres, and 0 A the distance separating the limit, L, 
of the centre of rotation of the pointer, Aa, it is 


evident that if aa is parallel to ©’ x, the triangles, 


0 # A and ONO, being similar, z 0 will represent on 
the table, Tr, the distance of o from N on the same 
scale that 0 a bears to 00’. 

This being granted, suppose that from the two 


observatories, 0 0’, the telescopes, L and L', are 


turned towards the point, N; then if by electrical 
means we cause the pointer, Az, to move always 
parallel to the telescope, L’, the two similar triangles, 
of which we spoke, will always be ‘automatically 


formed, and the point of intersection of the pointer, 


Aa, with the graduations, R, engraved on the tele. 
scope, L, and which are graduated to the scale of 
OA 


o! 
distance, 0 N, which is required. 

In order to obtain parallelism between the tele. 
scope, L', and the pointer, Aa, let us suppose a 
toothed sector, s, to be fixed to L', and made mov- 
able by means of a tangent screw, v, turned by a 
handle, M. | 

The telescope, L, and the pointer, Aa, are set 
parallel once for all when the instrument is adjusted, 
A wheel, P, fixed to the axis, 44, of the tangent 
screw, and provided with an interrupter, 1, can 
produce a number of interrupted currents, so that 
the escapement of a receiver, regulated by the wheel 
P, causes the pointer, Aa, to follow the angular 
movements of the telescope, L’. 

This principle has been effected by various per- 
sons ; the object aimed at has been the same, but the 
means by which they have been arrived at are very 
different. | 

M. Siemens, well-known by his electrical inven- 
tions, has employed the armature which bears his 
name to effect this result. 

On the axis, #6, he placed a multiplier wheel, 
connected with his armature, which turned between 
the poles of a powerful magnet. 

By making the sector, s, turn, he produced at 


will give at once, by a direct reading, the 


_ the same time a rotation, more or less rapid, of the 


armature, which produced reversed induced cur- 
rents a‘: each half revolution. These currents, 
transmitted to the receiver, 0, constituted a motive 
force which caused the movement of the needle, 
Aa, Oy means of a system of propelments, driven . 
by an armature oscillating between the branches of 
an electro-magnet, polarised by a magnet in v. 

This system was, as is evident, the application of 
the transmission of force to a distance by the mag- 
neto-electric- machine which M. Siemens had 
invented. | 

Although ingenious, this system possessed a great 


_ defect ; in fact, it was impossible to produce a suffi- 


cient current without exerting considerable manual 
exertion, and this was aggravated by the multiply- 
ing power of the wheel work. If the manipulator 
was turned slowly, the currents induced had not 
sufficient power to move the pointer, which was 
nearly a metre in length. If the apparatus was 
turned too quickly, the number of currents trans- 
mitted was so considerable that the propelments did 
not respond at all in consequence of the inertia of © 
the long pointer, Aa. In any case the motive force 
was so slight that the wind alone was sufiicient to 
prevent the pointer moving, and consequently 
parallelism from being preserved. | 

This system was tried for some time at Brest, and 
had to be given up. | | 

We bave spoken at some length about this 
telemeter, because it is one of the first applications 
of the transmission of force to a distance, and 
because it was in France that it was first applied ; 
in fact, because it had features distinct from similar 
forms of apparatus. | 

The inconveniences which we have pointed out 
do not exist in the telemeter of M. de Tromelin. à 
The electricity being only used for regulating an“ © 
escapement ‘driven by clockwork, it is evident |} 
that the motive force can be sufficiently consider- 
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able to effect the object aimed at. 
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The problem to 
be solved is that of the movement of the pointer, 


A a, in the two directions. It is necessary that the 
observer, having followed a particular point with 


be seen, the wheel, P, has 8 cams, which, by raising 
the jockey wheel, g, during the rotation of the 
former, produces at d interruptions of the current 
given out by the battery, Fr, and which flows to 


| 
| 
| | 
\ | | 
1200 Metres | 
< | 
Observatoure 0 


_oaa Borne B ! 


| 


Détails du distributeur du 


courant au manipulateur. 


the pointer in one direction, shall be able to follow 
any other 


ny other point by using the pointer in the reverse 
direction. | 


Description. —The manipulator is made as shown 
y fig. 1; fig. 2 shows details of the same. As can 


line,B. Thespring, 7, is sufficiently strong to cause 
the jockey wheel, , to lie in the hollow of the cam 
wheel when the handle which turns the wheel 
round is left to itself. A reverser, 1, mounted 
friction tight on the axis, 4, allows either the positive 
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pole of the battery, C, or the negative pole of the 


battery, D, to be in connection with 1, according as 


the cam wheel is turned in the one direction or the 
other, and thus causes either a positive or a negative 
current to flow out to the line-wire, B'. 


Fig. 3 represents the receiver ; the whole of the | 


wheels are not shown, but the principal pieces are 
indicated, and they are sufficient to enable the 
action of the apparatus to be understood. 

When the manipulator is turned to the right, 
for example, the current from the battery, c, is sent 
through the electro-magnet, E*, and the escape- 
ment, e, connected with the clockwork, M, is regulated 
by the armature, 4°, in the same manner as is the 
A BC telegraph of Breguet. The clockwork move- 
ment being geared with the wheel, s?, and thence 
with s*, which latter carries the escapement, , 
tends to turn the piece I and the piece M°, the latter 
being connected with s* by a universal joint, 1. 

On z is the bevil wheel, x ; this wheel gears with 
the bevil wheel, H, and turns the axle, H v, and the 
latter by the screw, v, gearing into the wheel, s, 
causes the pointer, A a, to turn. 

If the direction of the movement of the pointer 
‘ is changed the manipulator is let go for a morvent 
and then turned in the reverse direction. 

_ Now, as the jockey wheel lies in the hollow 
of the cam wheel, the reverser, 1 (fig. 2), moves 
over to the terminal, 8”, before the circuit can be 
closed through 1? and the line, 8°, hence it follows 

al 


77777 that the movement 


before that of armature À°. 

The current which passes in the electro-magnet, 
E,, changes its direction with the change in the 
direction of the movement of the handle, m; the 
poles of the electro-magnet, E,, also change their 
polarity. As the armature, A!, is polarised by a 
magnet and oscillates: on its centre, it can assume 
two positions corresponding to those of the 
reverser, I. 

This armature, a', moves to the right or left by 
means of a lever, which we have represented by a 
dotted line, the bevil wheel, N ; it can be seen, there- 
fore, that the latter can gear either with H or with k, 
according as the handle, M, is turned in the one 
direction or the other, determining thus the rota- 
tion of the pointer in either direction. Its successive 
movements are equal to an angle of I’ 52", 5. 

The batteries employed are three boxes contain- 
ing six Leclanché elements. 


This system has worked very well at Lorient, 


where a Marine Commission had been directed by 
the Minister of Marine to experiment with it. 

The instrument can be used with great advantage 
in forts, so that the distance of moving objects at a 
distance can be determined with considerable 
accuracy. 

The rapidity of the indications of the distances 
cannot be surpassed ; its precision is considerate, 


since the base line can be long, the scale aloneis 


reduced. The parallelism being always vigorously 
maintained automatically, the error can only be very 
little, being dependent upon the smallness of the 
possible angular movement of the pointer, and, as 
has been pointed out, these movements are very 
small. 

The channels defended by Whitehead torpedoes 
can also utilise it with advantage, since, in this 
special case, the velocity of the moving ship could 


within the hollows of the bobbins. 


be determined, so that the routes of the torpedo 
and the moving ship may cross at the right 


moment. | 


This ingenious apparatus, which has been an 
object of favourable réport by the Marine Commis- 
sion, has been constructed by M.Dumoulin-Froment. 
—La Lumière Electrique. 


TELEGRAPHIC APPARATUS IN USE -IN 
THE BRITISH POSTAL TELEGRAPH 
DEPARTMENT. | 

VII. 
RELAYS (continued). 
| Varley’s Relay. 
AT the time Mr. C. F. Varley was in the service of 
the Electric and International Telegraph Company 
he invented and introduced a form of relay which has 
given very satisfactory results. Although not so 
good an instrument as the Standard Relay, and con- 
sequently toa certain extent being an obsolete form, 
yet a large number of the kind are still in use in the 

Postal Telegraph Department. 

The principle of the instrument will be seen from 
fig. 34, which shows in outline, a plan, side eleva- 
tion, and end elevation of the arrangement. 

C, C,, are two ordinary magnet bobbins without 


cores ;. within the former is placed a long soft 


iron core, à 4, the diameter of the latter being such 
that it can have a small amount of lateral play 
This core is 
pivotted at its centre by means of an axle, a, a. 
The ends of the soft iron core play between two 
permanent fixed steel magnets, M, M,, the relative 
positions of whose poles are reversed to one another. 
Now if a current is sent through the wire on the 
bobbins, the soft iron core becomes magnetic and 
is attracted and repelled by the poles of the per- 
manent steel magnets, so that it turns on its axis in 
one direction; if the current is reversed through 
the coils then the angular movement is in the 
reverse direction. The lateral play, or angular 
movement, is limited by the screw stops, s,, S,, the 
former of which has an insulated tip; the latter is 
connected to a terminal corresponding to the M ter- 
minal in the other form of relays ; the bar itself is 
connected in like manner to a terminal correspond- 
ing to the Lz terminal. The coils, C, C,, are con- 
nected to two terminals only, these relays not being 
differentially wound, as they were constructed pre- 
vious to the introduction of duplex telegraphy, and 
being of an obsolete form, it has not been considered 
advisable to rewind them for that purpose. 

The resistance of the wires on their coils averages 
about 300 ohms. The adjustment of the piece 
carrying the screvs,S,, S,, was formerly effected by 
simply shifting a brass tail-piece similar to the 
balance regulating hand on a watch. This rough 
mode of adjustment has recently been improved by 
the addition of the ordinary adjusting strew em- 
ployed in the other form of relays; it is difficult to 
understand why a screw adjustment was not fitted 
in the first instance. 

The general form of the Relay is seen from fig. 35, 
the glass shade which covers the instrument being 
normaily removed. | 
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Although a somewhat bulky and clumsy-looking 
form of instrument, the Varley Relay is a very good 
working apparatus; it will work well with I 
milliweber of current at ordinary key speed. Its 
good working qualities are due in the first instance 
to its perfectly balanced movable core or armature, 
also to the rigidity of the latter. Again, there is but 
little tendency for the long rod form of core to 
retain residual magnetism, especially as it is not 
polarised by a large permanent steel magnet as in 
the Siemens’ form of relay. — 3 

The inertia which a long and comparatively heavy 
rod must possess renders the instrument unfit for 


high-speed working; but as this is not required in 


ordinary key-worked currents it is not a disad- 
vantage. 

Besides the foregoing Relays, there are one or 
two other forms used here and there in the Postal 
Service—the Theiler,* for instance. There are also 
a few of the Bright’s bell form + with single tongues. 
The number of these miscellaneous instruments is, 
however, so small, that they can hardly be con- 
sidered as forming part of the general apparatus, 
and they will not, therefore, all be alluded to. 

It may be mentioned that wzpolarised relays are 
not used in the Postal Service except in a few special 
cases. 


SINGLE CURRENT RELAY SYSTEM. 


Direct Writing Circuits, that is to say, circuits in 
which the direct line current works the recording 
instrument, cannot be worked well over lines more 
than 100 miles in length; and if there are inter- 


similar in construction to the Direct Writer ap. 
paratus, only, of course, it is not provided with à 
key or galvanometer ; the coils are wound to a 
resistance of 40 ohms, and a 10-cell Daniell battery 
is used as a “ Local” to work it. 


Hotes. 


AT the meeting of the Society of Telegraph Engineers, 
to be held April 28th, Dr. C. W. Siemens will read an 
original paper on “ Dynamo-electric Machines and their 
Applications.” | 


THE 1877 Anglo-American Cable between Ireland and 
Newfoundland broke on the evening of April 2nd, 36 


| miles from the Irish coast; the depth of the water at 


this point is 80 fathoms. A repairing ship has been 
despatched to restore communication. ; 


SomE experiments have been tried at Melbourne, 
Australia, with a new patent telephone, invented by 
Mr. J. E. Edwards, of Melbourne, and called by him 
the electro-magnetic telephone. The chief feature of 
the:patent is that the receiving diaphragm is moved by 
an electro-magnet instead of a permanent one, as is 
the case with the ordinary Bell instrument. The 
transmitter is a distinct instrument, and the principal 
portion is a carbon pencil. The power of the new 
patent receiver was such that the sender’s voice was 
distinctly audible three feet from the instrument. 


Tue Exectric Mippiines PURIFIER—A public 


mediate stations on the circuit, even lines of a 

shorter length cannot be satisfactorily worked © 

direct; in such cases working by relay must be 
_ resorted to. | 


| exhibition was given in New Haven, March 13, of the 
electric middlings purifier, the joint invention of two 
young men of that city. The working of the device is 

‘ said to have been highly promising. Over the wire 


|. For circuits of a moderate length, where relays 


are necessary, single current working may be 


adopted. The arrangement of the apparatus at an 
. “Intermediate” station, worked on the single- 
current system, is shown by fig. 36. es 

G is a galvanometer, the right-hand terminal of 
which is connected to the “ Down” line, the left- 
hand terminal being connected to the hinge block 
of the key, k. The construction of the galvano- 
meter possesses no peculiarities; the instrument, 
in fact, is very similar in construction to an ordinary 
single-needle dial. The key, K, is similar in con- 
struction to the one attached to the Direct Writing 
instruments, but is fixed on a small base by itself, 
so that it can be screwed down to any part of the 
desk on which the instruments are placed. 

The relay R has its two terminals, D, and U, con- 
nected together. Terminal D is connected to the 
back stop of the key, and U, is connected to the 
“Up” line and tothe “ Zinc” of the battery. At an 
“Up” station terminal y, will be connected to Earth 
and the right-hand terminal of the galvanometer to 
“Line,” and at a “Down” station the right-hand 
terminal of the galvanometer will be connected to 
Earth and terminal U, to “Line.” Some of the 
older relays are wound singly, and have their 
terminals marked 5 and 6; these numbers corre- 
spond to D and U, respectively. 

The Recording instrument, if it is a Morse, is 


* Telegraphic Fournal, Sept. 1st, 1877. L: 
t Zelegraphic Journal, Feb. 15th, 1880. } 


bolting cloths are placed a bank of hard rubber 


—eylinders, which are slowly revolved against strips 


of sheep skin and thus electrified. To these rollers 
the light bran is attracted, to be mechanically brushed 
into a proper receptacle. This substitution of electric 
attraction for the air blast in separating bran from 
flour is said to lessen the waste, while it obviates the 
necessity of doing the work in a closed chamber and | 
the risk of explosions. The exhibition was made in 
an open room, and there were neither dust nor waste.— 
Scientific American. 

THREE sets of pneumatic clocks are to be tried in 
Paris, viz., Breguet’s, Garnier’s, and Redier’s. An 
electric system of Leverrier will be tried in competition 
with the pneumatic systems, 


A SERIES of experiments in spectrum-analytical 
comparison of gas, sun, day, and the electric light 
has been lately made by Herr Meyer (Carl’s Zeitsch. 
für angew. Electr.-Lehre, 1, p. 320, 1879).. He used 
both Vierordt’s method and a method first suggested 
by Bohn; in the latter a Nicol prism is fixed before 
one half of a slit and receives the light frem one 
source ; behind it is the Nicol, rotatable in a graduated 
circle of Wild’s polaristrobometer. The light beam 


' passing through both prisms strikes a rectangular 


glass prism, which reflects it into the spectrum 
apparatus. The second slit-half is illuminated either 
directly or through a second rectangular prism from 
the second light source. The numbers show that the 
brightness of the colours in the gas-spectrum, com- 
pared with that in sun or daylight and the electric 
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light, steadily decreases from the red to the violet end 
of the spectrum. As sunlight is considerably brighter 
in the middle parts of the spectrum than the electric 
light, the latter should appear yellow with the former; 
and in a Ritchie photometer the surface illuminated 
by the electric light did indeed appear yellow like an 
orange, in comparison with that illuminated by the 
sun, Another interesting fact elicited is that in day- 
light there is comparatively more red and yellow, and 
less blue and violet light than in sunlight.— Nature. 


TELEPHONIC communication will be opened during 
the summer months between the top of the Drachenfels 


and Kônigswinter, on the Rhine. The apparatus will , 


be fitted up by the German Postal and Telegraphic 
Department. | | 


Ara recent meeting of the Scientific Committee of 
the Royal Horticultural Society, a number of specimens _ 


of flowers and vegetables were exhibited which had 
been grown under the influence of the electric light by 
Dr. Siemens. The specimens were of five descriptions, 


_ viz., pots of seedling mustard, buds of the Countess of 


Oxford rose, spathes of Calla Æthiopica, land pots of 
carrots, The first specimens grew with equal vigour 
when exposed either to the electric or to solar light, 
those exposed to the electric light, however, were the 


_ darkest in colour. The two second descriptions grew 


with greater vigour when exposed to the electric light. 
The carrots grew equally well under either conditions, 
but when exposed to both the electric and solar lights 
they flourished more vigorously. : 


THE ELECTRIC LIGHT IN INDIANA.—A contract for — 


a 10,000 candle-power electric light, to be placed in the 
dome of the County Court House, at Wabash, Indiana, 


_ and intended to light that city, has been let to the 
Brush Electric Light Company, of Cleveland, Ohio, for © 


1,800 dols. The agreement provides that, should the 
light prove unsatisfactory, the city shall be at no 
expense. A guarantee for a perfect jlight has been 
given by the company. 

THE telegraph line between Fort Beaufort and Natal 
is to be duplicated, this addition having been found 
necessary in consequence of increase of. work arising 
from the messages arriving by the Cape Cable. The 
existing line has considerable local traffic on it, as it 
has several stations on its circuit. | 


TELEGRAPHIC RaATESs.—The revised tariff for tele- 


grams, which took effect on the 1st of April, is as 
follows :—Austria, 43d. for each word; Belgium, 2d.; 
Denmark, 4d.; France, 24d.; Germany, 4d.; Greece, 
724: ; Holland, 3d.; Hungary, 5d.; Italy, 5d.; Norway, 
4d.; Portugal, 64d.; Russia in Europe, od. ; Spain, 6d.; 
Sweden, 53d.; Switzerland, 4d. ; Turkey in Europe, 8d. 


TELEGRAPH Company. — The 
Mexican Telegraph Company has been organised 
under the laws of New York, for the purpose of 
establishing telegraphic communication with Mexico 
and Central and South America. Arrangements have 
been made by the company for acquiring a concession 
granted by the Mexican Government, by which the 
control of all foreign messages to and from places in 
Mexico, south of a line 156 miles south of the boundary 
line of the United States, is secured exclusively for the 
term of 50 years, and the right of establishing and 
working telegraph cables between the United States, 
Central and South America, via Mexico, is secured. for 
5° years, during which time the Government of 
Mexico binds itself not to grant to others like 


privileges. Negotiations are in progress for the 
extension of telegraphic communication to Guatemala, 
San Salvador, Honduras, Nicaragua, Costa Rica, 


Panama, U. S. of Columbia, Ecuador, connecting 


exclusively with the lines of this company, and the 
established lines from Payta, Peru to Chili and Brazil, 
on terms very beneficial to the company. The present 
undertaking of this company will consist of about 500 


miles of submarine cable (with no land lines), which 


will begin on the southern coast of Texas, and be 
continued to the cities of Tampico and Vera Cruz, 
Mexico, connecting there with the Mexican Govern- 
ment lines built over the railway to the City of Mexico, 


from which point 7,300 miles of wire extend to all | 


important cities of that Republic. Mr. James A. 
Scrymser is President and Senor Don Ramon G. 
Guzman, Resident Vice-President for Mexico. — 
Fournal of the Telegraph. — 


A TELEPHONIC exchange is to be established in 
Madrid. 


A contract for laying a submarine cable across the 
Gulf of Mexico, connecting the United States with the 
Mexican Republic, has been approved by the Mexican 
Congress. 9 


THE publication mentioned in the leader of the 
present number as being conducted in the interest of 
Electro-metallurgy is entitled, ‘‘The Electro-Metal- 
lurgist,” and is issued by Messrs. J. A. Brook and 
Company, of 282, Strand. | | 


A NEW paper, stated to be in the interests of tele- 


graphy, has been started in Philadelphia. It is entitled 


The Magnet, and contains much that is interesting 
or amusing, but we note little of scientific matter. 
Apparently the intention is to entertain rather than to 
instruct, We wish its editor every success. 


THE French newspaper La France says :-— The 
members of the jury of painting for the forthcoming 


Salon have, drawn up a protestation against the 
employment of-the-Jablochkoff light” 


THe MaGner 1x truth is, that the 
introduction of magnets as a grain-cleaning agency 
opened the eyes of millers to a few facts of which they 
had been ignorant before. They had been perfectly 
cognisant of the damage done by wire in wheat, but no 
one expected such a revelation as the use of magnetic 
separators gave us all. Most of us knew that the 
magnets would show that wire existed where its 
presence was never suspected; but who would have 
looked for such a collection of metallic odds and ends 
as these separators bring to light? In the course of a 
day a large merchant mill will take from its wheat, by 
means of magnets, a miniature junk shop. You will 
find everything represented, from tenpenny nails down 
to bits of iron as small as apin-head. How all of it 
got into the wheat is a mystery; but one thing is 
certain, that much of this iron must formerly have 
gone to the burrs and bolts, and if the wire binder had 
never been invented magnetic separators would find a 
useful place in every mill. But the wire binder has 
come to stay. Revolutions do not go backward, and 
it is not at all likely that the farmer will ever again 
rely upon ‘‘ tramp” labour in harvest after once having 
had his wheat gathered by one of these binders. 
Therefore we’ must expect wire in our wheat -along 
with nail-heads and other rural products. So far, the 
magnet is the only effective means discovered by 
which the miller can remove wire from his wheat, and 
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therefore, the magnet and magnetic separators are 


probably as much of a permanency in milling as the 
wire binder is in agriculture.— American Miller. 

By a recent improvement, M. Chambrier, of Charle- 
ville, claims to have increased the power obtainable in 
electro-magnets. The new form of magnets have 
enlarged attracting surfaces. In one arrangement the 
poles of the magnets are made hollow, and in the 
cylindrical cavity so formed, which is a few millimetres 
in depth, a small piece of copper or other non-magnetic 


‘metal is inserted, The armature is so channelled with 
‘annular cavities as to fit into these hollows, the copper 


in the ‘latter preventing magnetic contact. The in- 
creased pull between this form of armature and the 


| hollowed cores is said to be due to a similar action to 


that which causes a bar of iron to be sucked into 
a solenoid through which a current is _ passing. 
M. Chambrier states that an increase in pull of over 
50 per cent. is obtained by this form of magnet and 
armature. | 


A New York correspondent of the Standard says: 


“That of the 200 paper carbon lamps tried by Mr. 


Edison, only two remain at present undestroyed. A 
professor of Harvard University has sent him 50 speci- 
mens of fibres to test for the carbon horse-shoes instead 
of the paper formerly used. Mr. Edison finds manilla 
is the best of them for his purpose.” Amongst those 
who have the best opportunity of judging what he has 


done, or is likely to do, little hope seems to remain of | 


his ultimately attaining success with his incandescent 
lamps. | 


Mr. Bartow, of Doctor’s Commons, kindly forwards 
us the following notes relating to Patent Laws :— 

U.S. AMERICAN PATENTS.—As an American patent 
expires at the same time as the prior foreign patent 
(for the same invention) having the shortest term, 
applicants for patents must, according to section 4,887 
of the ‘‘ Revised Statutes,” set forth in the oath 
accompanying the petition and specification, either the 
date and reference of prior patent, or that no such 
other patent has been obtained or applied for, accord- 


ing to the case. As a U.S. patent is granted for a 


term of 17 years without annuity or further payment, 


-it would appear advisable for inventors to first secure 


their patent rights in that country, before securing 
other foreign patents. 
AUSTRO-HUNGARIAN PaTENTS.—Another change in 
Patent Laws which is of importance to inventors is 
that in Austro-Hungary, whereby the procedure is 
much simplified, viz.:— The Austrian Ministry of 
Commerce have decided that henceforth Foreigners 
applying for Austro-Hungarian patents are not required 
to furnish a legalised copy of prior “ Foreign Patent,” 
nor will it be necessary to prove to the authorities that 
the Austrian patent has been worked within the pre- 
scribed term, as has hitherto been the case, although 
the proper working must not be neglected. | 
TRADE Marks. IN SWITZERLAND.— The Swiss 


Federal Council has passed a Trade Marks Registra- 


tion Act, by which trade marks, having been properly 
registered abroad, wili receive full and complete legal 
protection in Switzerland. Proprietors of old trade 
marks should apply for registration before gth April, 
1880, or as soon as possible afterwards, in order to 
secure their priority. 


Mr. Cyrus W. FieLp is said to intend starting 
shortly for a tour round the world. He has worked 
hard for 45 years, and thinks he has earned a right to 
some pleasure.—American Operator. 


wire. 


M. Fromme finds that a Grove’s battery is most 
efficacious when the nitric acid contains 40 per cent. of 
water; the ‘ strength ” of AE decreases with the 
concentration of the acid ; and that of Daniell increases 
with the concentration of the sulphate of copper 
solution. 


TOUGHENED glass M. Ducretet finds to be an excellent 
material for leyden jars, as it offers a greater resistance 
to a disruptive discharge than ordinary glass. In con. 
sequence of this fact, leyden jars can be made com. 
paratively thin, and so have a greater capacity without 
the risk of the dieletric becoming pierced by a discharge, 


CARDBOARD covered with a film of collodion may be 
used with advantage in the place of the ordinary resinous 
cake or ebonite plate arc for the ‘ electrophorous,” 
This discovery, made by Professor Borlinetto of the 
University of Padua, is said to yield excellent results, 
the sparks obtained from the apparatus being decidedly 
longer than those given out with the ordinary exciting 
plate. | 


_ A CORRESPONDENT to a contemporary states that he 
has successfully deposited bismuth on iron and steel 
from a solution of the ammonia-citrate of that metal. 
The solution may be prepared as follows :—Dissolve 
metallic bismuth in strong nitric acid. To this solution 
add ammonia or carbonate of ammonia as long as any 
precipitate occurs. Next, filter and wash this pre- 
cipitate and dissolve it in a strong hot solution of 
citrate of ammonia. . This solution must be used hot 
(at a temperature of 150 to 180 degrees Fah.), with an 
anode of bismuth about the same size as the cathode, | 
and a battery of about a couple of Daniell’s cells. The 
cathode may be easily cast in a shallow cardboard tray, 
and should be + in. thick, and have a copper wire cast _ 
in it for connection. Two ounces of bismuth will 
furnish an anode of 4 square inches. He hasalso used 
the sodio-potassio-tartrate of bismuth in solution with 
the same success, but he deems the above equal in 
results and easiest made. | 


Cuasse’s MuLTIPLEX TELEGRAPH. — For some 
months a Frenchman, named Chasse, has been pro- 
mulgating the most astonishing claims with regard to 
an alleged new process of telegraphing, by means of 
which an indefinite number of messages might be sent 
simultaneously in opposite directions over a single 
A few days ago practical telegraphers were 
invited to witness a demonstration of the process at 
the inventor’s workshop in Hartford, Conn, There 
were eighteen telegraphic instruments at each end of © 
the room, all connected with a single wire, supposed to 
represent a cross country line. Eighteen messages 
were sent each way, all at orice, apparently through the 
single wire. Among the witnesses was Mr. William 
Hadden, of the American Union Telegraph Company, 
who noticed that the insulated connecting wires were 
neatly fastened to the wall by double-pointed carpet 
tacks. On pulling one out he found that beneath each 
tack the covering of the wire had been neatly cut 
away, and an ingenious system of false circuits estab- 
lished by fine wires leading from the tack legs. The 
supposed cross-country wire was a sham, and the too 
promising multiplex telegraph a clever cheat.—Scien- 
tific American. | 


RouMania has given her adhesion to the Interna- 
tional Telegraphic Convention of 1879, and the new 
tariff will come into operation in that country on April 
Ist. 


THE material known as Parkesine, Celluloid, or 
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Kylonite, is now manufactured by the “ British Xylo- 
nite Company.” This material has considerable 
electrical insulating properties, and may be used with 
advantage in many cases where ivory or ebonite are at 
present exclusively ck gale Although the material 
was introduced several years ago, it has only recently 
been so far improved in manufacture as to become a 
useful material for electrical and other purposes, 


Tue New Sawyer Evectric Lamp.—" This lamp,” 
says the Scientific American, “based upon the incan- 
descence of a pencil of carbon immersed in nitrogen 
gas, is in no way different in principle from the 
Bouliguine or the old Sawyer-Mann lamp exhibited 
some years ago. The pencil is contained within a 
lobe two inches in diameter and ten inches high, 
sealed at the bottom by means of a cement, which, 
while adhering perfectly to the glass and metal, is 
sufficiently elastic to compensate for the unequal expan- 
sion of the two. It softens only at a temperature of 
s00° Fah. The globes are charged by the process 
inventéd some time ago by Thomes B. Stillman, which 
is so simple in its details and so rapidly operated that 
a single workman can prepare fifty lamps per. hour 
at a cost of about thirty cents, in such a manner that 
according to Stillman’s calculation, the amount of 
atmospheric air remaining is only an infinitely small 
fraction of the normal quantity. The cost of the 
nitrogen is stated at eight-tenths of one cent, and that 
of its purification as one and one-fifth cents; the total 
cost of recharging a lamp, when the nitrogen is 
exhausted or becomes mixed with air, being, inclusive 
of the wages of the workman, two and three-fifths 
cents, against a cost of seventy cents for the process 
usually employed, The carbon pencil, seven inches in 
length and about three thirty-seconds of an inch in 
diameter, is fed upward as fast.as disintegration takes 
place at the point of contact, by means of a regulator, 
which will be substituted by an automatic feeder as 
soon as the arrangement can be perfected. Mr. Sawyer 
says that one of these pencils, used for five hours a 
day, will last at a minimum calculation from his 
experiments, not less than ninety days, and, at a 
- maxi years. The cost of il i 
trifle less than two cents, and the cost of replacing and | 
recharging with nitrogen nine and three-fifths cents. 
_ The bag of sodium and the large spiral conductors at 
the base of the carbon, which were distinguishing 
features of the Sawyer-Mann lamp exhibited about a 
year ago at No. 94, Walker-street, have been discarded. 
Two small steel rods take the place of the latter. The 
globe, which is not unlike the chimney of an ordinary 
kerosene lamp in general appearance, is imbedded in a 
_nickel-plated base, which may be highly ornamented or 
not, accérding to the taste or means of the user. 
Photometric tests, it is- said, have been made with a 
_ Sugg photometer, such as is used by the gas com- 
panies for the same purpose, and each light was 
registered as equal to twenty-seven and five-tenths 
standard candles, or a little more than twice the value 
of a five-foot gas burner, which usually registers from 
ten to twelve standard candles. Mr. Sawyer claims 
that his system of distribution is entirely novel and 
original, but declines for the present to give a de- 
scription of it, his patents not having been as yet. 
Secured, The regulator, we are told, is based upon 
the plan used by the old Berlin house of Siemens 
Brothers, by which only such a volume of current is 
supplied as is necessary to overcome the resistance. 
The light is readily. toned down to a glimmer by turn- 
ing a button in the wall. In its optical properties this 
light is much like gas. It is yellow, steady, and soft, 
and consequently not irritating to the eye. It has none 
of the blue rays incident to the voltaic arc arrange- 


ment, and the shadow cast by intervening objects is 
softened and mellowed at.the margin. For practical. 
purposes it is intended that the power: of each lamp 
shall not exceed that of two ordinary, gas jets.” 

[It is stated that seven lamps.are operated upon one 
circuit worked by four horse-power. The economy of 
this system does not appear to be marvellously great, 
Seven lamps of 27% standard candles each, or 1923 
candles in all, for four horse-power, is not a very 

- wonderful achievement.—Ep. TEL. Jour. | 


Bebretw, 


Instructions for Testing Telegraph Lines, and the 
Technical Arrangement of Offices. | 
ScHWENDLER. Vol. II. London: Tribner & Co., 
Ludgate Hill. Le | 


THE object of this second volume of testing instruc- 
tions is the supply of testing information to the 


testing has to be made with less elaborate instru- 
ments than the Wheatstone bridge or Differential 
galvanometer, the use and theory of which were 
explained in the first volume. The instrument 
employed for the comparatively simple system of 
testing is a tangent galvanometer, provided with 
accessories in the shape of a few resistance coils, a 
switch, &c. The instrument has three distinct 
deflecting coils, viz., a thick brass ring, which is 
used for measuring so-called “ quantity” currents ; 
a thick copper wire coil consisting of a few convolu- 
tions, having a total resistance of about one ohm ; 
and a third coil formed of a large number of con- 
volutions of thin wire, having a total resistance of 
about 100 ohms. In connection with the thin wire 
coil are three resistances of 100, 1000, and 2,000 
ohms respectively, which can be put in circuit in 


_ The thick wire ‘coil has also three resistances in 


connection with it, of I, 20, and 200 ohms respec- | 


tively. | 

In describing the instrument, Mr. Schwendler 
explains a fact, which, we believe, was first pointed 
out and proved by Mr. H.R. Kempe in the number 
of this Journal for July Ist, 1877, viz., that the 
tangent galvanometer is most sensitive when its 
deflection is equal to 45°. 

As regards the accuracy with which a test can be 
made, Mr. Schwendler draws attention to a point 
which is almost obvious, but one which, as far as we 
are aware, has never been put in print before, namely, 
that in measuring a resistance with the tangent 
galvanometer by the simple device of observing two 
deflections with different known resistances in the 
circuit, it is very essential that the values of the 
known resistances should be in proportion to the 
value of the resistance whose value is being 
measured. Thus, if we are measuring a resistance 
whose value we know to bea few ohms only, and we 
first take a deflection with, say 1,000 ohms in circuit, 
and then -another deflection with 2,000 ohms in 
circuit, theoretically from these two measurements 
it is possible to determine the exact value of the un- 
known resistance by a simple formula, but, practi- 
cally, we may make an error of several hundred per 
cent., simply because the small unknown resistance 


has practically no influence upon the measurements 


By Louis 


officers in charge of telegraph stations where the — 


the ordinary way by means of plugs, when required. — 
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made, it being swamped as it were by the larger 


resistances in the circuit. We know many in- 


stances in which the want of an intelligent 
etre of the simplest tests leads to most 
absurd results being obtained’; thus, for. instance, 
a very common test for the resistance of a battery 
is that of joining the latter in circuit with a resist- 
ance coil and a tangent. galvanometer, noting the 


deflection, then increasing the resistance until the. 


deflection representing half the current is obtained, 
when the resistance of the battery + 
from the simple formula . 


(242) 


where » is the resistance when the first deflection 


is observed, R the resistance necessary to halve the 


current, and g the resistance of the galvanometer. 
In measuring the resistance of a battery whose 
resistance is but I or 2 ohms by this method, an 


_ unintelligent experimenter is as likely as not to 


measure his deflections with several hundred, or 
even several thousand ohms in circuit, and then, on 
working out the result by the formula, he is 
Surprised to find that the result he obtains is 
either several hundred per cent. higher than the 
resistance can possibly be, or the result he obtains 
has a negative value. | | 

Mr. Schwendler truly remarks that, “Results 
obtained by experiment have scarcely any real 
signification, if the tester himself does not adopt 
some means of checking their accuracy.” | 
. In dealing with the questions of accuracy o 
measurement, the subject has been treated with 
great advantage by simple reasoning, without any 


_ elaborate mathematical proofs. 


The chapter on Batteries is very full and 
exhaustive, though dealing only with the kind in 
use in India, viz., the Minotto. The number of 


cells of this kind in use in that country is over 


10,000 


is obtained 


Mr. Schwendler makes a remark with reference 
to the testing of batteries, but which applies to all 
testing, which has a very great deal of truth init, 
viz., that “ Instead. of testing being considered as a 
means of arriving at practical results, it has been 
regarded as the work itself, and as entailing no 
benefits whatsoever. If testing be executed with 
so little physical spirit and true understanding of 


its purposes, it would be better to dispense with it 


altogether.” | 

Besides the testing of lines and batteries, every 
instrument-used should be tested to see that it will 
satisfy the ordinary working conditions. The 
“Range test” to which the Indian instruments are 
subjected is for the purpose of determining the 
relative values of the weakest and strongest. 
currents with which an instrument will work with- 
out the given adjustment of the latter being re- 
quired to be altered. The range being a decreasing 
function of the speed with which the instrument is 
worked ; the working range is that required at the 
greatest key speed. The range required in the 
Indian relays is found to be equal to four, as the 
working currents never exceed 8 milliwebers, and 
the relay will not work safely with less than 2 
milliwebers. | | 

_ À form of relay is described, the invention of 
M. D'Arlincourt, which is used successfully in India ; 
but its advantages are by no means obvious.. That 


4 


it should be successfully worked is hardly a sufficient 
recommendation for its use, but if it exceeds in sen- 


_ sitiveness and reliability the existing forms of relays 


its advantage is clear; but we are inclined to think 


that this has not been ‘proved, as the gain in one 


direction is neutralised by a corresponding loss in 


_ another, and thus, although the D’Arlincourt Relay © 


possesses decided movelty, it does not possess 
decided practical advantages over existing forms of 
relays. Inventors seem continually to forget that 
something more than novelty is required in new 

In the portion of the work dealing with thé 


“ Charge and Discharge of Telegraph Lines” several 


ingenious arrangements are explained for effectin 
this object in working long lines. 
discharge in such lines is stated to be severely felt 


in India; but in America, where we fancy equally 


long lines are worked, we are not aware of any such 
discharging arrangements being used or considered 
necessary. | 
Theaction of electro-magnetic shunts is well under- 
stood and as easily comprehensible, but contrary to 
what might be expected, it has been found by Mr. 
Schwendler that a condenser placed in the same 
position as an electro-magnetic shunt effects the 
same object, though one would think that a reverse 
action would take place. © Fe 
The reading instruments in use in India are the 


The effect of the | 


ft 


sounder and the ink-writer, the latter form of in- 


strument as manufactured by Messrs. Siemens is 
so fitted that a broken mainspring can be replaced 
with great ease, there being no occasion for taking 


the whole instrument to pieces. 


A great point in Mr. Schwendler’s second volume 


_ of his testing instructions is, that it contains little else 


than thoroughly practical and useful matter, which 
was hardly the case with his first volume. Taking 
the two volumes as a whole they are very creditable 


electrician’s library. They are more especially 


useful for those engaged in the Indian Telegraph 


Service, indeed, if they are to be regarded as in- 
structions for general use in other services we are 
afraid that they will not prove of much value, and 
it is a pity that Mr. Schwendler did not make him- 
self better acquainted with the real wants of other 
telegraph administrations before offering his work 
as a supply to this want. He would have done 
better if he had issued his work without recom- 
mending it for this purpose. te | 


Correspondence. 


To the Editor of THE TELEGRAPHIC JOURNAL. 
S1r,—In a recent number of Engineering, Mr. Ladd 


| productions, and should certainly be added to every 


claims for the “‘ Brush ” system of electric light “ abso- | 


lute steadiness.” As invited by him, a scientific friend 
and myself visited the Great Eastern Station the other 
evening, and we were much disappointed to find any- 
thing but a steady light, one also producing a very 
unpleasant and ghastly illumination. The globes sur- 


rounding the light showed on one side a. space : 


covering one-third of the periphery, of a dirty brown 
colour, caused, very likely, by the shadow of the 
carbons or regulators. To our mind the station was 
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lit far better by gas : the height at-which the lamps 
were hung counteracting any good effect a brighter. 


light might have given. I make these observations 


simply, because Mr. Ladd must understand that many 
who know some little. regarding ‘the various systems . 


. 


he is, nor think it “‘ sweeps.clean.” 


are not quite so much satisfied with the “ Brush” as 


The :“ Lontin”. lights at the Aldersgate. Street | 


Station I visited the same évening, and though by no 


means steady, were more so than those at Liverpool 


Street, and gave a brighter and clearer light, with 
none of that greenish sickly pallor experienced in the 
“ Brush ” system, | 

Yours, obediently, 


Junior Carlton Club, Pall Mall. ELECTRON. 


April sth, 1880. 


AN AMERICAN OPERATOR.—The standard of insula- 
tion of the Postal Telegraph Lines in England is 200,000 
ohms per mile in bad weather; if the insulation falls 


below this standard the line is considered faulty. This | 


standard applies to all the lines worked by the Postal 
Department, and except in special cases where the lines 
run through a very smoky manufacturing district there 
is no difficulty in keeping it up. The average insulation 
of a line is greatly in excess of 200,000 ohms per mile, 
but no general average can be given, as it varies with 
the districts through which the lines run.—Ep, TELE- 


| GRAPHIC JOURNAL, | 


Proceedings of Societies 


SOCIETY.—Apnrit roth. 
| _Pror. FuLLER in the Chair. 


members—Mr, W. O. Situ, Prof. Jupp, 

A paper on “ The Human Eye as an Automatic Photo- 
meter,” by Mr. WiLttam AckroypD, F.C.S., was read. 
It is difficult to get the value of a very intense light in 
terms of a weak one, because the relative physiological 
values of the similarly coloured constituents are un- 
known. The author’s experiments were made.to show 


that 'the eye itself is a fairly good light measurer. 


When a “spot” or star of light is looked at from a 
distance it is seen to emit “rays” or spots of light at 
all angles. These are due to the structure of the 
crystalline lens and the lachrymal fluid on the surface 
of the cornea of the eye. The rays are of various 
lengths, and are shorter in the first and second quad- 
rants near the blind spots next the nose than on the 
third and fourth quadrants, a fact ' probably due to the 
insensibility of this region. The iris expands and con- 
tracts under the stimulus.of light independently of the 
will; and both ires act sympathetically. Now the iris 
lies between the seats of irregular refraction, and thus 
any change in the size of the pupillary aperture will be 
rendered evident by an alteration. in the length of the 


longer rays of a spot or point of light. On this fact is — 


based the use of the eye as an automatic photometer. 
The sensitiveness of the iris varies in different persons. 
The author finds that a sperm candle burning 120 
grains per hour produces a distinct movement of his 
iris when fourteen yards distant. In employing the 
eye as a photometer the author adopts the principle 


that if the light from one source, A, falling on the eye 


1s capable of producing movement of the iris at a dis- 
tance, d, and the light from a different source, B, is 


| flannel rubbed with glass was —. 


Paris. 


capable of ‘producing the samé movement at the dis.’ 


tance d’; then thé relative ‘intensities can be formed 


from the invérse squares of these distances: To catry 


this outän practice the observer is’ in the dark, and an 


artificial: star ‘is’ placed on a: level with'the eyes at à 
fixed distance. ‘Below this is’ placed the light to be: 
tested in the same plane: While ‘gazing steadily at’ 
the star the other light is'to be eclipsed and revealed, 
and the observer is to find a position where the reveal- 
ing of the second light does not influence his iris, as 


shown by no apparent shortening of the rays of the 
star. taking place. He then approaches gradually till 
a second position is teached where the revealing of the 
second light does produce a movement -of the iris. 
The distance between these two positions, d, is 
measured. A third light is now put in place of the 
second, and the same observations repeated so as to 


et a sécond distance, d', From these distances the 
FA 


relative intensities are calculated. The author’s results 
agree pretty closely with Rumford’s photometer ; but 
he found that for some reason the two first observa- 
tions have to be discarded as, too inaccurate; Owing 
to the sympathy between the two ires these, experi- 
ments were binocular, ay. 
convenient in constructing an eye-photometer, since 


one eye can be turned to the light to be estimated 


while the other is looking at the artificial star. This 
method of photometry would be too delicate for com- 
paring powerful electric lights unless ‘aided by 

Prof: AYRTon: then offered an explanation of the 


experiment shown by Prof. Guthrie at last meeting to. 
the effect that, while flannel. rubbed with ebonite was 
+ electrified, and ebonite rubbed with. glass was.+, 


Prof. AYRTON accounted for this apparent anomaly 


on the grounds that one or more of the substances was 


an electrolyte. Glass, for instance, is. an electrolyte, 


| and a battery had been made from it.’ Experiments 


made by Prof. Perry and himself had shown that in a 


“pile” made up of divers substances, one or more of 


which were electrolytes though the rest were metals, 
the electro.motive force of the pile was equivalent to 


the algebraical sum of the several ‘ 


employed it could, but not in cases where an electrolyte 
entered. This same result would apply, to Professor 
Guthrie’s frictional experiments. 

In answer to Prof. Guthrie’s question, whether 


electrolysis did: not come into play in’ Prof, Ayrton’s 


experiments, Prof. AyRTON replied that,it could not 
operate to a greater extent than in Prof. Guthrie’s 
experiments, as he had used a quadrant electrometer. 

_ Dr. STONE then ‘described a new tonometer devised 
by Prof, Rudolf Kénig, which he had recently seen in 
It consisted of. a clockwork working into a 
tuning-fork which produced no less than 128 escapes 
per second. To this clockwork, originally invented by 
an assistant of M, Breguet, and exhibited at the Paris 
Exhibition of 1856, Prof. Kénig had added a Helmholtz 
vibration microscope, moved by the clock, and the fork 


whose vibration number is to be measured is placed 
vertically in the focus of the microscope, The apparatus 


is very portable, and no loading of the fork is required. 


= Prof, HuGues observed that he had patented a 


vibrating regulator in 1856. | 

Dr. GUTHRIE then exhibited an electric machine 
formed of a collodion disc rubbed with cat’s fur and 
giving negative sparks. .The collodion, after a sug- 
gestion of Captain Abney, was put on by giving a disc 


This sympathy .may prove 


“pairs” composing 
‘it, but it was sof equivalent to the electro-motive force — 
of the first and final plates made into a pair.. That. 
could not be predicted from the contact electro-motive | 
forces of the elementary pairs. When only metals were 
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electric motor.” 


~ solenoids applicable for their regu ; 
(Communicated by F. Krizik and L. Piette.) Dated 
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a coat of collodion, then a coat of india-rubber dissolved 
in bensol, then a coat of collodion again. Prof. GUTHRIE 
also showed that an iron cylinder revolving round its 
longer axis with a current flowing in a wire parallel 
to it. has power to deflect a magnetic needle. Prof. 
Ayrton stated that he had found the mere rotation of 


_ an iron cylinder produce the deflection in question, 


and therefore thought the current was not required to 
produce the effect shown. 


Putents—1880. 


1286. “ Telephones,” 4 H. JOHNSON. (Communi- 
cated by E. Marx, F. Aklem, J. Kayzer, and L. Davis.) 
Dated March 27. 


1295. “Insulating electrical conductors.” E. M. 
ALLEN. (Communicated by A. A. Knudson and F. L. 
Kane.) Dated March 30. 


1328. “ Improvements in and relating to telegraphic 
and telephonic apparatus.” W.R. Lake. (Communi- 


_ cated by E. Davis and P. A. Dowd.) Dated March 31. 


1333. “ Improvements in or applicable to machinery 
or apparatus for the manufacture of engine-packing, 


insulated telegraph wires, or other similar manu- 


factures.” G.F. JAMES. Dated March 31. 


1339. ‘‘A new or improved rotary induction or 


J.C. Mewsurn. (Communicated by 
W. de Fonvielle.). Dated April 1. 


1343. “Improvements in apparatus for the pro- 


duction and application of electricity and of mag- 


netism.” J.L. PULVERMACHER. Dated April 1. 


1385. ‘“ Dynamo-magneto electric machines and 
electric motors,” T.A.Epison. Dated April 5. 

1392. ‘Improvements in and relating to dynamo- 
electric machines.” W. R. LAKE. 
H.S. Maxim.) Dated April 5. 


1397. “Improvements in electric lamps and in 
i lation.” C.D. ABEL. 


April 6.. 


_ 1407. “Improvements in electrical conductors and 
in the arrangement and manner of using conductors for 


telephonic and telegraphic purposes.” ©. HEAVISIDE. 
Dated April 6. | | 


‘ 


ABSTRACTS OF PUBLISHED 
_ SPECIFICATIONS, 1879. 
3164. +“ Demagnetising iron ships to prevent devi- 
ation of the compass.” Evan HENRY Hopkins. 


Dated August 6. 6d. Consists in passing a straight 
powerful permanent magnet, or an electro magnet, 


(Communicated by 


held more or less in the angle of the magnetic dip, over _ 


the transverse beams supporting the decks. The mag- 
net is passed either from the sides to the centre of the 
deck, or from the centre to the sides, or from one side 
to the other, according to the magnetic conditions of 
the iron to be operated upon. 


3207. ‘‘ Apparatus for reversing electric currents.” 
W. R. Lake. (Communicated by Count Emile 
Siccardi.) Dated August 9. 8d. Has for its object a 
current reversing apparatus or manipulator for use in 
submarine telegraphy and with cables of any length or 
resistance. It may also be employed with the devices 
known as the siphon recorder or the receiving mirror 


Of Sir W. Thomson. Its special purpose is to render | 


the signals always perfectly clear upon these instru. 


ments by a constant reversal of current. 
| “ Manufacture of electrodes for the electric. 


. 3355- 
light.” W.MorGan-Brown. (Communicated by Paul 


Albert Porlier.) Dated August 20. 6d. Consists in re. 


placing carbon electrodes and electrodes with metallic 
cores by electrodes'of an external metallic tube, the com. 
bustion of which is slackened by a substance charged 
within the tube and whichis capable of forming with 
the metal of the tube a combination which is a bad 
conductor of electricity, and which is constantly repro. 
duced under the influence of the electric current at the 


same ratio at which it is consumed by the same current, 


Amongst other substances are named oxide of mag. 
nesia, dolomite, or carbonates of magnesia, of lime, 
and even of baryta and of strontium. | 

3303. Telephones.” Puitip SYNGE Justice, 
Dated August 23. 6d. Consists in holding by mechan- 
ism the carbon or other imperfectly conducting medium 
in the transmitting instrument regularly under pressure, 
and in causing the action of the diaphragm, under the 
impulses of the sound-waves, to diminish the pressure 
thus regularly applied, whereby the resistance of the 
carbon or other conductor can be reduced and regulated 
at will, and greater sensitiveness and scope of the 
electrical indulations produced; and also consists in 
causing the vibrations of the diaphragm to act through 
intermediate mechanism, whereby the motion of the 
said diaphragm is exaggerated and greater effect pro- 
duced upon the carbon or other medium, 


3472. “ Compounds for insulating telegraph wires.” 
ALEXANDER WILKINSON. Dated August 28. 4d. 
Relates to improved compounds or combination of 
ingredients for insulating and coating telegraph wires, 
and consists, first, in amalgamating one pound of bees- 
wax, three pounds of white lead, with a proportion of 
Stockholm tar, and a small quantity of tallow. 
Second, in repeating this operation. Third, in a 
plaiting or braiding operation; and, fourth, in passing 
it through a compound of pitch, ground cork, and 
bisulphite of carbon, mixed in suitable proportion and 
brought into a liquid form without heat. a 


3543. . Electro-magnetic induction apparatus.” 
Consists of four soft iron or soft steel bars, arranged 


in a square, so that the ends are respectively in as close 
proximity to each other as is possible without actual 


contact. Upon each bar are mounted two or more 


bobbins, having each two or more primary and two or 
more secondary coils, the coils being wound in such a 
direction as to give the necessary polarity to the iron 
cores. From this arrangement it will be seen that on 
making and breaking contact with a voltaic battery in 
circuit with the primary coils of all the bobbins power- 
ful induction will take place at each end of the iron 
cores, inducing currents in the secondary coils as 
though these were being excited by a rotating armature 
driven by a separate source of power. (Provisional. 
only.) | 


City Hotes. 


Old Broad Street, April 14th, 1880. 


Direct SPANISH TELEGRAPH CompaNny.—The half- 
yearly general meeting of this Company was held on 
Wednesday, the 31st ult., at the offices, Cannon Street. 
Mr. Neil Bannatyne presided, and, in moving the 
adoption of the report (an abstract of which appeared 


RoBERT HENLADE COURTENAY. Dated September3. 2d..—— 
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in our last issue), said that everything connected with 


their revenue went on very favourably till close on the 


‘end of the year. In October a fault was discovered in 


their cable, but it was repaired, and it caused no inter- 
ruption in their traffic; but at the end of December 


they received telegraphic information that the Bilbao 


cable had broken down. It occurred at a most unfor- 


tunate period, and the repair was rendered a very 
difficult task owing to the bad weather. The repair 
had, however, been effected, and the electrical condition 
of the cable was nowas perfect as ever. Hewas happy 
to inform them that since they resumed work their 
traffic had come back to them, and their receipts had 


been highly satisfactory since... There had also been 


an improvement on the Marseilles and Barcelona cable. 
He expressed the regret of the board that they could 
not recommend a dividend either on the preference or 
ordinary shares, owing to the cost of the repair of the 


cable. Although their receipts for the half-year had 


shown such a considerable increase the expenses re- 
mained at what they regarded as the normal figure. 
He then referred to the great development of the 
Bilbao traffic since the revival in the iron trade. The 


word-rate system would come into operation imme- — 


diately, and he hoped, as in the cases where it had 
already been adopted, their receipts would be beneficially 
affected by the change. In reply to a question, the 
Chairman said he believed the balance of profit and 
loss account, £2,200, and the reserve fund of £4,450, 
would more than suffice for the cost of the repair of the 
cable. The report was adopted. 


INDo-EUROPEAN TELEGRAPH CoMPANy.—The ordi- 
nary general meeting of this Company was held at 
the Cannon Street Hotel on Wednesday, the 31st ult. 


Colonel James Holland was in the chair, and, in submit- 


ting for approval the report and accounts of the year 


1879, he stated that the Company was in the predica- — 


ment in which countries were said to he happiest— 
viz., when they had no history. They had been carry- 
ing on their work during the past year in a fairly 
prosperous condition—not by leaps oF bounds, making 
large sums of money, but by continuing fairly well the 


reasonable progress they made the year before. In 
argest income they had ever 


before realised, and this last year they had exceeded 
that by about £1,100, while the turn-out generally 
would have been still better than it had been but for 


what very often happened in the course of events—a 


few exceptional cases, in which, however, there was 
nothing of the slightest importance as materially 
affecting the Company’s interests. The expenditure 
had been only a little in excess of that of the previous 


_ year, and the excess had been incurred for necessary 


and beneficial objects, which included the acquisition 


of property for building of new offices. Up to the end 
of last month the only debt owing to the Company upon 
any of the accounts was one of a few hundred pounds, 
which was due from the Indian Government, and was 
therefore considered perfectly safe. A sum between 
£2,500 and £2,600 had been paid to Messrs. Siemens 


in formal settlement of a debt connected with various 


affairs in Persia. With regard to the meeting of the 
International Telegraph Conference in London last 


year, the Chairman said it had settled telegraph affairs 


. for the next five years, the next meeting having been 


appointed to be held at Berlin in 1884; and he believed 
that most parties, especially the mercantile community, 
would be glad that it was so. The Company had no 
reason to complain of what was done at that conference; 
because, although their own interests were not specially 
considered, they regarded the results as being reason- 
able and fair to all parties. The Company had not yet 


Succeeded in obtaining from the Russian Government : 


a decision upon their claims on account of the destruc- 
tion of some 60 or 70 miles of telegraph during the 
Russo-Turkish war, but the matter was still: under 
discussion, and the Company looked to the Russian 
Government to do what was right. The Chairman 
concluded by a em the report, the ‘substance of 
which has already been published, and the accounts 
should be received and adopted. The motion was 
seconded by Mr. W. H. Barlow. Mr. Ford asked . 
whether the directors would not think it desirable to 
have half-yearly instead of only yearly meetings. He 
was of opinion himself that they ought to be half- 
yearly. Mr. Beard took the same view. Mr. Hofner 
was opposed to half-yearly meetings, but recommended 
a monthly or weekly publication of the accounts. The 
Chairman said the directors would offer no objection 
to half-yearly meetings if any general desire was 
expressed on the part of the shareholders in that 
direction, but he. did not understand that any such 
feeling was generally entertained. To the monthly or 
weekly publication of the accounts there were various 
objections, and he did not think. the shareholders 
generally would be in favour of that course. Mr. Ford 
was opposed to the monthly or weekly publication of 
the accounts. The motion for the adoption of the 
report was unanimously agreed to, and a dividend of 
6 per cent. was declared for the year. The retiring 
directors, General Tremenheere, and Messrs. Tritton 
and Weaver, were re-elected, and Messrs. Kemp, Ford, | 
and Company were reappointed auditors. The pro- 
ceedings then closed with a vote of thanks to the 
chairman. | 


THE GREAT NORTHERN TELEGRAPH COMPANY’S 
working account for the year 1879 shows that the 
traffic receipts from the stations in Europe amounted 
to £89,748 1s. 11d.; and from those in China and 
Japan to £114,295 10s. 11d., making a total of 
£204,043 12s. 10d. Interim dividends amounting to 
_5 percent. have already been paid, and an extra divi- 
dend of 2s. od. per share is now notified, leaving, after 
additions to the reserve, renewal, and pension funds, | 
and the payment to the directors, a balance to be 
carried forward of £16,242 7s. 4d. 


| ___ Tue EASTERN EXTENSION, AUSTRALASIA, AND CHINA 


TELEGRAPH Company, LIMITED.—The report of the ~— 
directors for the six months ended 31st December, | 
1879, to be presented at the thirteenth ordinary gene- 
ral meeting of the Company, to be held at the City 
Terminus Hotel, Cannon-street, on Wednesday, the 
21st day of April, 1880, at two o’clock, states that the 
total receipts for that. period have amounted to 
$165,930 11S. 2d., against £140,976 11s. 1d. for the 
corresponding half-year of 1878, giving an increase of 
| £24,954 os. 1d. The working and other expenses 
(including a sum of £22,864 5s. 3d. for cost of repairs 
and renewals of cables and expenses of ships), together 
with interest on debentures and income tax, absorb 
£68,683 6s, 3d., leaving a balance of £97,247 4s. 11d. 
as the net profit for the half-year, which, with 
£34,660 6s. od. brought forward from the previous half. 
year, makes a total of £131,907 11s. 8d, to be dealt 
with, One interim dividend of 14 per cent., amounting 
to £24,968 15s., has been paid for the half-year, and 
it is now proposed to distribute another of similar 
amount payable on the 22nd April, making, with the 
two interim dividends paid for the first half-year, a 
total distribution of 5 per cent. for the year 1879. The 
balance, amounting to. £81,970 1s. 8d., has been 
carried to the reserve fund, which now stands at 
£157,870 17s. 6d. Having regard to the extension of 
the Company’s cables, the directors desire that the 
reserve fund should accumulate to an amount propor- 


tionate to the capital, and sufficient to guarantee the 
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-stability-of the Company’s system. The directors have 
to announce that the remaining section of the duplicate : 
-Australian cable, viz:, between Singapore, Java and 


Australia, was successfully laid on the 29th January, or 


a month)within the time fixed by the contract with the — 


Australian Governments for the completion of the 
work. The dlteratioris in the Manila concession re- 
ferred to, by the chairman at the last general meeting 
having been obtained from the Spanish Government, 
a contract has been: entered. into by the Company with 


the Telegraph Construction and Maintenance Com- 
_pany for carrying out its provisions. The whole of the 
-cablé has been manufactured and shipped, and is now 
‘on its way to! Manila. The work is expected to be 


fully completed: in the course of the next month. All 
the câbles of; the Company continue to work satisfac- 


torily. In accordance with Article 13 of the Articles of 


Association, Mr: F. A. Bévan, Mr. C. W. Earle, and 


Baron d’Erlanger retire by rotation. The two former — 


being eligible, offer themselves for re-election, Baron 
d’Erlanger does not offer himself for re-election. The 


retiring auditors, Mr. Henry Dever and: Messrs. 


Quilter, Ball & Co., offer themselves for re-election. 
Tne Drrect Unitep States CABLE Company, 


Limitep, notify that the Interim Coupon for interest 


to rsth April, on their 6 per cent. Debenture Loan, 
will be paid on and after that date at the Consolidated 
Bank; 52, Threadneedle Street, London, E.C. 


WE gather from the last administration report of the 


Indo-European Telegraph Department for 1878-9 that — 


the net revenue of the year amounted to £7,328, a 
decided improvement on the previous year’s working, 


when there was a net loss of £40,182, the length of lines 


working being the same in both years, The director, 
Lieut-Colonel J. U. Bateman-Champain, R.E., considers 
that these figures show as favourable a state of working 
as can reasonably be éxpected. In the Persian Gulf on 
several occasions the cables were interrupted, but the 
cable and land line were never simultaneously stopped. 
The ‘distance between London and Teheran is.3,800 


miles; the average time of transit of all messages is 


given as 17min. 30sec.; while the time occupied in 


transmitting messages between Teheran and Bushire is 
stated at 2min. 58sec. In all about 35,000 messages, 
comprising 700,000 words, were sent; of these 32,000 


were through messages between Europe and India and © 
the far East. 


THE coupons of the Submarine Cables Trust, due on 


rsth inst., will, under authority of the Court, be paid, on 


and after that date, by Messrs. Glyn, Mills & Co. 


THE.GLOBE TELEGRAPH AND. TRUST COMPANY 
(LimITED) notify that interim dividends for the quarter 
ending 18th inst. of 3s. per share on the Preference 
Shares, being at the rate of 6 per cent. per annum, and 2s. 
per share on the Ordinary Shares, at the rate of 4 per 
cent. per annum, both free of income-tax, will be paid 


_after the 2oth instant. | 


Tue opening of telegraphic communication by “La 


‘Compagnie Française ” between England and the 


States is still delayed, the shore end of the cable from 
Brest to Penzance not being yet put down. . | 


The following are the final quotations of telegraphs : — 
Anglo-American, Limited, 585-594; Ditto, Preferred, 
884-895; Ditto, Deferred, 33-333; Brazilian Submarine, 


Limited, 75-74; Cuba, Limited, 95-10; Cuba, Limited, 10 © 


per cent. Preference, 164-16%; Direct Spanish, Limited, 
2-24; Direct Spanish, 10 per cent. Preference, 103-11 ; 
Direct United States Cable, Limited, 1877, 11-114; Scrip 


of Debentures, 100-102; Ditto, £25. paid, par-2 pm.; 
Eastern, Limited, 9-94; Eastern 6 per cent. Preference, 
126-128 ; Eastern, 6 per cent. Debentures, repayable 


October, 1883, 104-107; Eastern 5 per cent. Debentures, 
repayable August, 1878, 101-103; Eastern, 5 per cent, 
repayable Aug., 1899, 101-103; Eastern Extension, Austra. 
lasian and China, Limited, 8§-9% ; Eastern Extension, 6 per 


cent, Debenture, repayable February, 1891, 105-108; § per 


cent, Australian Gov. Subsidy Deb. Scrip, 1900, . 100-102 : 


Ditto, registered, repayable 1900, 101-103; German 


Union Telegraph and Trust, 83-94; Globe Telegraph 
and Trust, Limited, 5§-5%; Globe, 6 per cent. Preference, 
11-11; Great Northern, 9$-9% ; Indo-European, Limited, 


24-25; London Platino-Brazilian, Limited, 44-53; Medi. | 
_terranean Extension, 


Limited, 3-3%; Mediterranean 
Extension, 8 per cent. Preference, 10}-1:43; Reuter’s 
Limited, 10-11; Submarine, 230-240; Submarine Scrip, 
2-24; West Coast of America, Limited, 21-23; West India 
and Panama, Limited, 1$-12; Ditto, 6 per cent. First 
Preference, 73-8; Ditto, ditto, Second Preference, 7-7}; 
Western and Brazilian, Limited, 7-74; Ditto, 6 per cent. 


Debentures “ A,” 100-103; Ditto, ditto, ditto, “ B,’” 100-103 ; 


Western Union of U.S. 7 per cent., 1 Mortgage (Build- 
ing) Bonds, 120-125; Ditto, 6 per cent. Sterling Bonds, 
102-104 ; Telegraph Construction and Maintenance, 
Limited, 333-34; Ditto, 6 per cent. Bonds, 104-108; Ditto, 
Second Bonus Trust Certificates, 3-34; India Rubber 
Co., 147-154; Ditto, 6 per cent. Debenture, 103-105, 


ANGLO-AMERICAN CABLES.—In reply to a mes. 
sage from President Green, of the Western Union Tele. 


graph Company, inquiring whether the Anglo-American 


Telegraph Company are likely to lay another cable 


during the coming summer to meet the largely increased 


business, Mr. Weaver, the general manager, replied as 


follows :—“ Yes, I am now negotiating the contract for 


- two cables—one from Valentia to Heart’s Content, with 


a new form of outer covering for its better protection in 
deep sea, and the second from Placentia to Sydney, 
touching at St. Pierre, containing at least three con- 
ducting wires, with an exceptionally heavy outer cover- 
ing, weighing seven tons per knot, and the shore ends 
of a heavier type. I think you will do well to put up 
another wire at least. I should have thought two more 
would be required.” Dr. Norvin Green answered as 


follows :—'' The additional wire proposed -will be—of—— 


No. 4 gauge, and worked quadruplex.”— Fournal of the 
Telegraph. | 

_ Tue Brush machines and lamps for use in England 
are henceforth to be manufactured at the telegraph 


works of W. T. Henley & Co., Limited. 


THE Magnet facetiously remarks that, when Mr. 
Edison was last heard of, he was searching for his 
electric light by the aid of a tallow candle. | 


A WONDERFUL INVENTION—ELECTRICITY STORED 
IN TANKS TILL WANTED.—“ The machine for this pur- 
pose consists of an electro-dynamic machine, driven by 
a powerful engine. A second apparatus, called the 


electrometer, or reservoir, is used in connection with 


the dynamic machine. This consists in huge Leyden 
jars, or tanks, resembling those used in the manufacture 
of gas. These are 55 feet in diameter and 22 feet in 
height. The cover is movable, and has a weight of 
over nine tons. The electricity is manufactured in the 
machine, and is forced into the electrometers. at the 


bottom. This causes the lid to rise until the space 


inside is filled with electricity. By using a sufficient 


quantity of these electrometers, enough electricity can: 


be stored up to last the company a year, thus doing 
away with the constant use of the engine. The electro- 
meter is tapped at the bottom and the wires inserted. 
A constant stream of electricity flows over: the wire as 
the lids press equally on it by its enormous pressure.” 
The above it is, perhaps, unnecessary to say is from 
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By appointment to Her Majesty's Hon. Board of Inland Revenue ; 
Science and Art Department and Government Schools at South = 
Kensington ; the India Office, Sc. 


Electric Beils, Batteries, Telephones, Microphones, 
| AND 


LECTURE APPARATUS, &c. 


Apparatus securely packed for the Colonies and Foreign parts. 


| PRICE LIST AND SPECIAL QUOTATIONS ON APPLICATION... 


TOHN ORME, || 
à Late M. JACKSON & CO, 
£3 3 65, BARBICAN LONDON. + 


ZANINI &Z BRIDGER, 
ELECTRICAL INSTRUMENT “MANUFACTURERS, 
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47, HOLBORN VIADUCT, 
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ELECTRICAL & SCIENTIFIC. APPARATUS. 


WHOLESALE MANUFACTURERS OF 
ELECTRIC BELLS. 
Our New Perfected Pattern Mounted entirely on Metal. 


Improved Indicators and Automatic Telephone 
Switches. 


IN DUCTION COILS of highest finish. Carbons, Wire, . 


and all materials. 
SILVER AND NICKEL PLATING AND GILDING. 
Instruments made, repaired, or altered on the premises. 


Illustrated Electric Bell List | free, complete Catalogue 
Two Stamps. Special quotations to the Trade. 


DALE & CRAMETON, 


Electricians and Opticians, 


4, Little Britain, London, E.C. 


ELECTRICITY. ELECTRICITY. ELECTRICITY, 


GEO. G. BLACKWELL 
PREPARES specially the MANGANESE for use in 


Leclanché and other Batteries ; guaranteed pure, strong, and 
certain action. 


Manganese and Mineral Works, Garston. 


Offices—RicHMOND BuiLpiNGs, 26, CHAPEL STREET, LIVERPOOL 


BIRKBECK BANK. 


_ Current Accounts opened according to the usual practice of other 
Bankers, and Interest allowed on the minimum monthly — 
No commission charged for keeping Accounts, 


The Bank also receives money on Deposit at Three and a half per 
cent. Interest, repayable on demand. 


The Bank undertakes for its Customers, free of charge, the 
custody of Deeds, Writings, and other Securities and Valuables; 
the collection of Bills of Exchange, “oi ge and Coupons ; _ 
the purchase and sale of Stocks and Shares. . 


Letters of Credit and Circular Notes lied for all parts of Europe | 


and elsewhere, 
A Pamphlet, with full tarticulars, on application. 
FRANCIS RAVENSCROFT, Manager. 


Southampton Buildings, Chancery Lane. 


THE BIRKBECK BUILDING SOCIETY S ANNUAL 
RECEIPTS EXCEED FOUR MILLIONS. 


HOW TO PURCHASE A HOUSE FOR TWO 
GUINEAS PER MONTH, 


With Immediate Possession and no Rent to pay. — at the 
Office of the BIRKBECK BUILDING SOCIETY. 


HOW TO PURCHASE A PLOT OF LAND FOR 
FIVE SHILLINGS PER MONTH, 4 


With Lussoillois Possession, either for Building or Gardenin pur- 
.—Apply at the Office of the BIRKBECK FREEHOLD LAND 
IETY. 


A. Pamphlet, with full particulars, on application. 
FRANCIS RAVENSCROFT, Manager. 
Southampton Buildings, Chancery Lane. 


F. H. BROOK, ELECTRISIAN, 
107, Lorrimore Road, Walworth, S.E., 


Mo of Voltaic and Frictional Apparatus, for 
commercial uses, private experiment, and public demonstration, 
of new patterns, improved insulation, and highest efficiency. 

Lecturers’ Portable Self-packing Batteries, Holtz Machines, 
High Power Ebonite Leyden Batteries. 

ew Pattern Bells, every part, except terminals, fitted 

upon a rigid metal base, cast in one piece. 

New complete Price List, 24 pp., post free. Special Trade Terms. 


DESIGN AND WORK: 


AN ILLUSTRATED JOURNAL OF INVENTIONS, 
MANUFACTURES, SCIENCE & ART. 


Office : $ 41, Tavistock St. Covent Garden, London, W.C, 


This Journal is devoted to the Advancement of the 
Exact Sciences, to 


ae STRY in the Class and the Laboratory, 


To the Use of. 


TOOLS in the WORKSHOPS of AMATEUR and 
PROFESSIONAL WORKERS: 


AND MACHINERY OF EVERY DESCRIPTION. 
The Progress of Electro-Metallurgy; 
THE MICROSCOPE. AND ITS ACCESSORIES ; 
THE LATHE and its Uses; 
AMATEUR WATCH & CLOCK REPAIRING. 
Physical Science in General, 

With PHOTOGRAPHY, TELEPHONY, and PHONOGRAPHY. 


, The Organ, Violin, Harmonium, and other 
Musical Instruments. 


British and Foreign Inventions, Science and Art, _ 
Electricity and Electrical Apparatus. et 
ASTRONOMY AND ASTRONOMICAL INSTRUMENTS, 
Intercommunteation between Readers on all Subjects 
Genuine Interest, &c., &c. 


Weekly, 2d. ; by post, 24d. Monthly parts, od., and by 
post, Is. Quarterly subscription, post free, 2s. od. - 


POCKET SOUNDERS FOR LEARNING MORSE CODE 


Of Superior Make. In Brass, Sd. each. Nickel Plated, 1s. each. 


Ww. STON 
44, Gloucester St., Queen's Square, Bloomsbury. 


HENRY WIGGIN COMPANY 


(Largs EVANS & ASKIN), 


GOBALT AND NICKEL REFINERS AND GERMAN SILVER MA 


BIRMINGHAM. 


Anodes supplied for Nickel ‘Plating, of any shape or | dimensions. 
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BEDFORD. COURT, COVENT GARDEN, 
O8 and after May lst, 1880, will be removed to 


‘LITTLE BRITAIN, ALDERSGATE STREET, 


‘énable him. to offer them, Having steam-power nit the piacd, hé will be enabled to undertake work to any extent, and t % 


THE | GOWER-BELL LOUD-SPEAKING TELEPHONE. 
PELE PHONE LINES ERECTED AND MAINTAINED. 


à and E’ectric Light Apparatus of the best and most recent 


eo... 


@ Appointment to the Royai Institution of Great Britain), eee 
and 12, Beak Street, Regent Street, 


IMPROVED HOLTZ ELECT RICAL MACHINES, with 4 to Plates. 
| any condition of the atmosphere, 


| Immediately in 4 


for. Laboratory use. 


 ILLUSTRATED SIXFEN on. 


Gana a THE TELEGRAPHIC JOURNAL” to them 
have it sent by filling up this form and returning it to the Publishers, 1, PATERNOSTER Row, LONDON, E. à à 


Or The. Telegraphic Journal” the year for whack T inclose Post © 


- | | 
Address 


Post Frees in Beitain, nine shillings to in Postal Union, | 
and fourpence, P.O, Orders to be made payable to HAUGHTON & CO. at the Chief Office. 


, Murray Street, and 27, Warren Street. Paris: M. BREGUET, 39, Quai de À 
Madame } 1. Boyveau, Librairie Etrangére, 22, Rue de Ban: que | 
BERLIN : A. & Co, 5 Unter den Linden. | 


DAVIS & ‘TIMMINS, 
| SCREW MANUFACTURERS. 


: Binders, Zi erminals, Connectors, Clamps, Kept in Stocks 


BOWLIN NGC GREEN LANE, FAREIN ROAD, E. | 
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WA R DE N à 


RGE STREET, WESTMINSTER, SW, 


TELEGRAPH 


27, GREAT, GEO 


for the Breetion ‘and Equipment of Lines 1 
Telegraph, and. for the Supply of Telegraph Stores. 
WANUZACTORERS OF IRON POLES AND TELEGRAPH WIRE. 


ALSO OF EVERY DESCRIPTION oF 
TELEGRAPH INSTRUMENTS AND APPARATUS. 


M. WARDEN, ‘Of the late Firm of Warden, Muirheae and Clarity a 


~ APPS, 483, “STRAND, LONDON. | 


. Telegraphic and Conttactor.  Needie, Morse, ‘Alphabetical, Sounders and 
Telegraph Instruments. Batteries, Lincs, Cables, Insulators, Semaphores,. Torpedo Apparatus, Mine : 
ixploders, Uses, Dynamite, Gun Cotton. Bhonite Manufactures of all kinds, Sheet, Tube and Rod 
Cut to Order for Manufacturers and Amateurs, and all Materials for Scientific A paratus, Surveying, 
Nautical, Mechanical, Optical, Electrical, Acoustic, and Scientific Instruments of all bo ie 

à Patent Induction Coil, 1 inch to 60 inch, Spark in Air, Vaotmm Tubes and Apparat, 
REROTRIC LIGHT. Contracts for Supply and Maintenance, &c. Telephonic Bell and Pneumatic - 
Communicators laid and maintained. Ap New Constant Medical Battery, Bagot’s Patent Mining” 
‘Sige Apparatus for Shafts and Engine Planes. Bagot’s Patent Temperature Recorder and for 
| Vineries, à s cargoes, &c. and Models of Inventions. 


i 


Offices 108 & 100. CANNON ST, LONDON, BE. 
“Works: ‘Silvertown; Essex ; “Persan Beaumont, France. 4 q 


TELAGRAPH ENGINEERS. AND MANUFACTURERS OF 


CABLES. …Submarine, Subterranean, and Aérial. | | 
—India-Rubber and Gutta-Percha covered in all gauges. | | 
INGERUMENTS. Morse” Inkers, Single Needle, Wheatstone’s Walker's 


Semaphore ‘ Block” Instruments, Bells, Resistance Coils, Sir W. ‘Thomson's and other 
Condensers, Testing Instruments, &c 


BATTERIES SOLE MANUPFACTURERS FOR GREAT BRITAIN, IRBLAND, AND THE 
“COLONLES OF THE CHLEBRATED LHCLANCHE BATTERY, which has 

géeeived the most- favourable reports from Telegraph Engineers, and is in general use on English 

, and Continental Railways. As à Battery for alt Telegraphic purposes it is un aig gate be : — 
other kinds of Batteries also manufactured. Ebonite Celis, arbon 


| The Leclanché is the best Medical Battery. : 
a {SULATORS.—Rbonite, ‘Porcelain, Browaware, &c. | | 
MANUPACTURERS or THE MOST IMPROVED APPARATUS FOR | | à 
| SEMAPHORE | LIGHT” INDICATORS, AND WALKER'S: AND 
“TELEGRAPH STORES AND APPARATUS OF EVERY DESORIPTION. 4 
TORPEDO APPARATUS. 


THE INDIA- RUBBER, GUTTA-PERCHA, & TELEGRAPH WORKS COMPANY (Limited) are Patents 
ana of a Complete System of Torpedoes for Harbour and Coast Defence, and of the 


Saas A Constant Battery for Mining and Blasting Purposes. | 
| CONTRACTS ‘ENTERED INTO for the SUPPLY, and MAINTENANCE of TELEGRAPH LINES 
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